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NOTICE  OF  MEETING 
Friday ,JF:ebniary  2, 1996,  at  3:00  p.m. 

War  Memorial  Building,  401  Van  Ness  Avenue,  4th  Floor,  Room  428 


The ^uilding  Inspection  Commission  will  adjourn  at 
3:00  p.m.  to  convene  a  meeting  of  the  Abatement  Appeals  Board. 
The  Building  Inspection  Commission  will  reconvene,  if  necessary, 
after  the  Abatement  Appeals  Board  meeting. 


DOCUMFNTS  DEi^^. 
JAN  2  9  1996 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


AGENDA: 

FOR  THIS  MEETING  OF  THE  ABATEMENT  APPEALS  BOARD-  and  until  such  time  as  a  policy  is 
formally  adopted,— it  is  the  interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  &  County 
of  San  Francisco  that,  at  the  point  so  designated  as  Public  Comment  on  the  following  Calendar,  members 
of  the  public  may  address  the  Board  on  items  of  interest  to  the  public  that  are  within  the  subject  matter 
jurisdication  of  the  Board—excepting  calendar  items.  With  respect  to  calendar  items,  the  public's  opportunity 
to  address  the  Board  will  be  afforded  when  the  item  is  reached  in  the  meeting.  Each  member  of  the  public 
may  address  the  Board  for  up  to  three  minutes.  If  it  is  demonstrated  that  comments  by  the  public  will  exceed 
15  minutes,  the  chairperson  may  continue  Public  Comment  to  another  time  during  the  meeting. 

Please  see  attachment  for  the  Board  interim  cooperative  intent  on  accessibility  to  its  meetings. 


A.  CALL  TO  ORDER  and  ROLL  CALL: 


B.  OATH:  All  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right  hands  and 
be  sworn. 

C.  NEW  APPEAL(S):  Order  of  Abatement 

1.  CASE  NO.  6606:       1574  Shatter  Avenue 

Owner  of  Record:       Wesley  Phelan,  1574  Shafter  Avenue,  San  Francisco,  CA  94124 
Peggy  Home,    1574  Shafter  Avenue,  San  Francisco,  CA  94124 

Appellants  Request:     More  time  needed  -  up  to  six  months. 

Report,  discussion  and  possible  action  to  extend  the  deadline  to  abate  code  violations  for  which  an 
Order  of  Abatement  has  been  issued  by  the  Department  of  Building  Inspection. 

2.  CASE  NO.  6607:  160  Highland  Avenue 

Owner  of  Record:  John  P.  &  Belen  S.  Encamacion,  160  Highland  Avenue,  San  Francisco,  CA  94 110 

Appellants  Request:        More  time  needed  -  financial  difficulties. 
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Report,  discussion  and  possible  action  to  extend  the  deadline  to  abate  code  violations  for  which 
Order  of  Abatement  has  been  issued  by  the  Department  of  Building  Inspection. 

3.  CASE  NO.  6608:  1354  48th  Avenue 

Owner  of  Record:  Henry  M.  &  Penny  D.  Yee,  4923  Caspar  Street,  Union  City,  CA  94587 

Appellants  Request:        More  time  needed  -  four  to  six  months. 

Report,  discussion  and  possible  action  to  extend  the  deadline  to  abate  code  violations  for  which 
Order  of  Abatement  has  been  issued  by  the  Department  of  Building  Inspection. 

4.  CASE  NO.  6609:  82-84  CaseUi  Avenue 

Owner  of  Record:  Arthur  J.  Fogelman,  82  CaseUi  Avenue,  San  Francisco,  CA  94114 

Appellants  Request:        More  time  needed  -  four  to  six  months. 

Report,  discussion  and  possible  action  to  extend  the  deadline  to  abate  code  violations  for  which 
Order  of  Abatement  has  been  issued  by  the  Department  of  Building  Inspection. 


D.   PUBLIC  COMMENT 


E.  ADJOURNMENT. 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 

(Chapter  67  of  the  San  Francisco  Administrative  Code) 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  fiiU  view  of  the  public. 

Commissions,  boards  councils  and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's 
business.  This  ordinance  assures  that  deliberations  are  conducted  before  the  people  and  that  City  operations  are 
open  to  the  people's  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE  OR  TO 
REPORT  A  VIOLATION  OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE  ORDINANCE  TASK  FORCE 
AT  554-6075. 


(P:tds\2-2-96.aab) 


3  1223  07086  6588 


ACCESSIBLE  MEETING  INFORMATION  POLICY 


In  order  to  assist  the  City's  efforts  to  accommodate  persons  with  severe  allergies,  environmental 
illness,  multiple  chemical  sensitivity  or  related  disabilities,  attendees  at  public  meetings  are 
reminded  that  other  attendees  may  be  sensitive  to  various  chemical  based  products.  Please  help 
the  City  to  accommodate  these  individuals.  

The  meeting  will  be  held  at  the  War  Memorial  Building,  located  at  401  Van  Ness  Avenue  (across 
the  street  from  City  Hall),  4th  Floor,  Room  428.  The  closest  accessible  BART  station  is  the  Civic 
Center  Station  at  8th  (at  the  United  Nations  Plaza)  and  Market  Streets. 

Accessible  MUNI/Metro  lines  servicing  this  location  are  the  J-Church,  K-Ingleside,  L-Taraval,  M- 
Ocean  View,  and  N-Judah  at  Van  Ness  and  Civic  Center  Stations;  9-San  Bruno,  71-Haight,  and 
42-Downtown  bus  lines.  For  information  about  MUNI  accessible  services  call  (415)  923-6142. 


The  Commission  meeting  room  is  wheelchair  accessible.  Accessible  curb  side  parking  spaces  have 
been  designated  on  the  Van  Ness  Avenue  and  McAllister  Street  perimeters  of  City  Hall  for 
mobility  impaired  persons.  There  is  accessible  parking  available  within  the  Civic  Center 
Underground  Parking  Garage  at  the  comer  of  McAlhster  and  Polk  Streets,  and  within  the 

Performing  Arts  Parking  Garage  at  Grove  and  Franklin  Streets. 


Assistive  Listening  devices  will  be  available  at  the  meeting. 


A  sign  language  interpreter  will  be  available  upon  request.  Please  contact:  Sean  McNuIty  at 
(415)  558-6463  at  least  72  hours  in  advance  of  the  meeting. 


Minutes  of  the  meeting  are  available  in  large  print/tape  form  and/or  readers  upon  request.  If 
you  require  use  of  a  reader,  please  contact  the  Abatement  Appeals  Board  Secretary,  Sean 
McNulty  at  (415)  558-6463  at  least  72  hours  in  advance  of  the  meeting  to  request  this  service. 


ABATEMENT  APPEALS  BOARD 


DOCUMENTS  DEPT. 

JUL  01  1996 


NOTICE  OF  MEETING 
Wednesday,  July  3,  1996,  at  1:00  p.m. 
War  Memorial  Building,  401  Van  Ness  Avenue,  4th  Floor,  Room  428 


SAN  FRANCISCO 
PUBLIC  LIBRARY 


AGENDA: 


FOR  THIS  MEETING  OF  THE  ABATEMENT  APPEALS  BOARD  -and  until  such  time  as  a  policy  is 
formally  adopted,--it  is  the  interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  &  County 
of  San  Francisco  that,  at  the  point  so  designated  as  Public  Comment  on  the  following  Calendar,  members 
of  the  public  may  address  the  Board  on  items  of  interest  to  the  public  that  are  within  the  subject  matter 
jurisdiction  of  the  Board—excepting  calendar  items.  With  respect  to  calendar  items,  the  public's  opportunity 
to  address  the  Board  will  be  afforded  when  the  item  is  reached  in  the  meeting.  Each  member  of  the  public 
may  address  the  Board  for  up  to  three  minutes.  If  it  is  demonstrated  that  comments  by  the  public  will  exceed 
15  minutes,  the  chairperson  may  continue  Public  Comment  to  another  time  during  the  meeting. 

Please  see  attachment  for  the  Board  interim  cooperative  intent  on  accessibility  to  its  meetings. 

A.  CALL  TO  ORDER  and  ROLL  CALL: 

B.  OATH:  All  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right  hands  and 
be  sworn. 

C.  APPROVAL  OF  MINUTES:  for  meeting  held  on  February  2, 1996. 

D.  NEW  APPEAL(S):  Order  of  Abatement 

1.  CASE  NO.  6610:       839  Leavenworth  Street 


Owner  of  Record: 


839  Leavenworth  Partners,  Stephen  H.  Whitelaw,  3  Hart  Lane,  Mill  Valley, 
CA  94941 

Dennis  Baca,  5139  Port  Chicago  Highway,  Concord,  CA  94520 


BASIS  OF  APPEAL:  Penthouse  and  basement  units  cited  for  violations  have  existed  since  1 940  and 
should  be  legalized. 

ACTION  REQUESTED:  MODIFY  Order  of  Abatement  (OA)  so  owner  has  additional  time  to 
legalize  these  units  before  enforcement  action  commences. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms  and 
conditions  of  the  Order  of  Abatement. 


MEMBERS  OF  THE  BOARD 

Robert  Davis,  Chair 
Armando  Vasquez,  Vice  Chair 
Bobbie  Sue  Hood,  Member 
Sigmund  A.  Freeman,  Member 
Roy  M.  Guinnane,  Member 
Eileen  Hansen,  Member 
Jamie  Sanbonmatsu,  Member 


DEPARTMENT  REPRESENTATIVES 

William  Wong  (415)558-6139 
Teresita  Sulit  (415)  558-6267 

CITY  ATTORNEY'S  OFFICE  REPRESENTATIVE 

IleneDick  (415)554-3920 

COURT  REPORTER:  Doris  Levine  (415)  456-9899 


Digitized  by  the  Internet  Archive 

in  2015 


https://archive.org/details/agenda1996sanf_1 
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2.  CASE  NO.  6611:  1301 -01 A  Bosworth  Street 

Owner  of  Record:        The  Flynn  Family  Trust,  c/o  Edward  A.  &  Helen  B.  Flynn,  1301  ABosworth  St. , 

San  Francisco,  CA  94131 

Edward  Flynn  &  Helen  Flynn,  c/o  John  Wiley,  Esq.,  2097Market  Street,  #B, 
San  Francisco,  CA  941 14 

BASIS  OF  APPEAL:  There  is  no  third  unit  which  could  be  the  basis  of  enforcement  action  because 
the  property  has  been  used  exclusively  as  a  two  unit  building  since  it  was  constructed  in  1900. 

ACTION  REQUESTED:  REVERSE  Order  of  Abatement. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms  and 
conditions  of  the  Order  of  Abatement. 

3.  CASE  NO.  6612:  700  -  7th  Street 

Owner  of  Record:        Ronaldo  J.  Cianciarulo,  700  7th  Street,  Room  107,  San  Francisco,  CA  94107 
Walter  Wong,  205  13th  Street,  Suite  3189,  San  Francisco,  CA  94103 

BASIS  OF  APPEAL:  Need  additional  time  to  abate  the  Notice  of  Violation. 

ACTION  REQUESTED:  MODIFY  the  Order  of  Abatement,  by  continuing  the  time  period  for 
compliance. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms  and 
conditions  of  the  Order  of  Abatement. 

4.  CASE  NO.  6613:  2280  Pacific  Avenue 

Owner  of  Record:        Sabina  Pelta  1988  Revoc.  Tr.,  c/o  Sabina  Pelta,  P.O.  Box  210436, 
San  Francisco,  CA  94121 

Esther  S.  Pelta,  2280  Pacific  Avenue,  #204,  San  Francisco,  CA  941 15 

BASIS  OF  APPEAL:  Ongoing  landlord/tenant  disputes  and  pending  litigation  have  delayed  ability 
to  timely  comply  with  Order  of  Abatement. 

ACTION  REQUESTED:  MODIFY  the  Order  of  Abatement,  by  continuing  the  time  period  for 
compliance. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms  and 
conditions  of  the  Order  of  Abatement. 

5.  CASE  NO.  6614:  163-65  Chestnut  Street 

Owner  of  Record:        Raymond  E.  Kassar,  163  Chestnut  Su-eet,  San  Francisco,  C A  94 1 33 

BASIS  OF  APPEAL:  Notice  of  Violation  for  unstable  hillside  is  in  error  as  stabilization  is  not 
necessary  to  prevent  hazard. 


ACTION  REQUESTED:  REVERSE  Order  of  Abatement. 
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Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms  and 
conditions  of  the  Order  of  Abatement. 

6.  CASE  NO.  6615:  91  -  25th  Avenue 

Owner  of  Record:        William  N.  McGrane,  9 1  25th  Avenue,  San  Francisco,  C A  94 1 2 1 
James  G.  Stavoy,  679  Sanchez  Street,  San  Francisco,  CA  941 14 

BASIS  OF  APPEAL:  A  variance  for  rear  deck,  the  legality  of  which  is  the  subject  of  Notice  of 
Violation,  was  applied  for  on  6/6/96.  If  the  variance  is  granted,  the  deck  would  be  in  compliance 
with  the  Building  Code. 

ACTION  REQUESTED:  MODIFY  the  Order  of  Abatement,  by  continuing  the  time  period  for 
compliance. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms  and 
conditions  of  the  Order  of  Abatement 

7.  CASE  NO.  6616:  1403-07  Golden  Gate  Avenue 

Owner  of  Record:        James  G.  Tom,  1914  14th  Avenue,  San  Francisco,  CA  941 16 

BASIS  OF  APPEAL:  Need  additional  time  to  abate  the  Notice  of  Violation. 

ACTION  REQUESTED:  MODIFY  the  Order  of  Abatement,  by  continuing  the  time  period  for 
compliance. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms  and 
conditions  of  the  Order  of  Abatement. 

E.  FRANCHISE  TAX  BOARD  CASES: 

1.  CASE  NO.  3398:  1315-19  Grove  Street 

Owner  of  Record:        Michael  A.  Rinaldi,  1972  1 1th  Avenue,  San  Francisco,  CA  941 16 

BASIS  OF  APPEAL:  Need  additional  time  to  abate  the  Notice  of  Violation. 

ACTION  REQUESTED:  MODIFY  the  Order  of  Abatement,  by  continuing  the  time  period  for 
compliance. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms  and 
conditions  of  the  Order  of  Abatement 

F.  PUBLIC  COMMENT 


G.  ADJOURNMENT. 
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KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 

(Chapter  67  of  the  San  Francisco  Administrative  Code) 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public. 

Commissions,  boards  councils  and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's 
business.  This  ordinance  assures  that  deliberations  are  conducted  before  the  people  and  that  City  operations  are 
open  to  the  people's  review. 


FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE  OR  TO 
REPORT  A  VIOLATION  OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE  ORDINANCE  TASK  FORCE 
AT  554-6075. 


(P:tds\7-3-96.aab) 


ACCESStBLE  MEETING  INFORMATION  POLICY 


To  allow  individuals  with  environmental  illness  to  attend  the  meeting,  individuals  are  requested 
to  refrain  from  wearing  perfume  or  other  chemically  based  products.  

The  meeting  will  be  held  at  the  War  Memorial  Building,  located  at  401  Van  Ness  Avenue  (across 
the  street  from  City  Hall),  4th  Floor,  Room  428.  The  closest  accessible  BART  station  is  the  Civic 
Center  Station  at  8th  (at  the  United  Nations  Plaza)  and  Market  Streets. 

Accessible  MUNI/Metro  hnes  servicing  this  location  are  the  J-Church,  K-Ingleside,  L-Taraval,  M- 
Ocean  View,  and  N-Judah  at  Van  Ness  and  Civic  Center  Stations;  9-San  Bruno,  71-Haight,  and 
42-Downtown  bus  lines.  For  information  about  MUNI  accessible  services  call  (415)  923-6142. 


I  The  Commission  meeting  room  is  wheelchair  accessible.  Accessible  curb  side  parking  spaces  have 
:  been  designated  on  the  Van  Ness  Avenue  and  McAllister  Street  perimeters  of  City  Hall  for 
mobility  impaired  persons.    There  is  accessible  parking  available  within  the  Civic  Center 
i  Underground  Parking  Garage  at  the  comer  of  McAllister  and  Polk  Streets,  and  within  the 

I  Performing  Arts  Parking  Garage  at  Grove  and  Franklin  Streets. 


I  Assistive  Listening  devices  will  be  available  at  the  meeting. 


A  sign  language  interpreter  will  be  available  upon  request.  Please  contact:  Teresita  Sulit  at 
1(415)  558-6267  at  least  72  hours  in  advance  of  the  meeting. 


IMinutes  of  the  meeting  are  available  in  large  print/tape  form  and/or  readers  upon  request.  If 
you  require  use  of  a  reader,  please  contact  the  Recording  Secretary,  Teresita  Sulit  at 
(415)  558-6267  at  least  72  hours  in  advance  of  the  meeting  to  request  this  service. 


PUBLIC  COMMENT  POLICY 


SECTION  67.16  OF  THE  SAN  FRANCISCO  ADMINISTRATIVE  CODE 
PUBLIC  TESTIMONY  AT  REGULAR  AND  CERTAIN  MEETINGS. 

(a)  Every  agenda  for  regular  meetings  shall  provide  an  opportumty  for  members  of  the  public  to 
directly  address  a  policy  body  on  items  of  interest  to  the  public  that  are  within  the  jX)licy 
body's  subject  matter  jurisdiction,  provided  that  no  action  shall  be  taken  on  any  item  not 
appearing  on  the  agenda  unless  the  action  is  otherwise  authorized  by  Section  67.7(e)  of  this 
article.  However,  in  the  case  of  a  meeting  of  the  Board  of  Supervisors,  the  agenda  need  not 
provide  an  opportunity  for  members  of  the  public  to  address  the  Board  on  any  item  that  has 
already  been  considered  by  a  committee,  composed  exclusively  of  members  of  the  Board,  at 
a  public  meeting  wherein  all  interested  members  of  the  public  were  afforded  the  opportunity 
to  address  the  committee  on  the  item,  before  or  during  the  committee's  consideration  of  the 
item,  unless  the  item  has  been  substantially  changed  since  the  committee  heard  the  item,  as 
determined  by  (he  Board. 

(b)  Every  agenda  for  special  meetings  at  which  action  is  proposed  to  be~taken  on  an  item  shall 
provide  an  opportunity  for  each  member  of  the  public  to  directly  address  the  body  concerning 
that  item  prior  to  action  thereupon. 

(c)  A  policy  body  may  adopt  reasonable  regulations  to  ensure  that  the  intent  of  Subdivisions  (a) 
and  (b)  are  carried  out.  including,  but  not  limited  to,  regulations  limiting  the  total  amount  of 
time  allocated  for  public  testimony  on  particular  issues  and  for  each  individual  speaker.  Each 
policy  body  shall  adopt  a  rule  providing  that  each  person  wishing  to  speak  on  an  item  before 
the  body  at  a  regular  or  special  meeting  shall  be  permitted  to  be  heard  once  for  up  to  three 
minutes. 


(d)  A  policy  body  shall  not  abridge  or  prohibit  public  criticism  of  the  policy,  procedures,  programs 
or  services  of  the  City,  or  any  other  aspect  of  its  proposals  or  activities,  or  of  the  acts  or 
omissions  of  the  body,  on  the  basis  that  the  performance  of  one  or  more  public  employees  is 
implicated,  or  on  the  basis  other  than  rea.sonable  time  constraints  adopted  in  regulations 
pursuant  to  Subdivisions  (c)  of  this  section.  (Added  by  Ord.  265-93,  A  pp.  8/18/93) 
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Summary  Sheet 


CASE  #6610 


Address: 

839  LEAVENWORTH  STREET 

Violation: 

Two  illegal  units  -  One  at  top  floor,  other  in 
basement.  Also,  task  force  inspection, 
obstructed  fire  escapes,  maintain  smoke 
detector.  Many  maintenance  items. 

Life  Hazards: 

Lack  of  required  second  means  of  egress  from 
illegal  penthouse  unit.  Obstructin  of  fire 
escape. 

Basis  of  Appeal: 
Action  Requested: 

The  penthouse  and  basement  illegal  units  have 

uov:;!  1  II 1  CAioici  iv->c  on  n-»c  ii  ic  i  c/i-vj  o. 

Additional  time  be  given  to  legalize  the  unit(s) 
and  prepare  plans  and  file  permit. 

Staff 

Recommendation: 

Deny  appeal  -owners  have  failed  to  file  a 
permit  to  legalize  of  remove  both  units  since 
8/12/94.  Owners  may  wish  to  appeal  to  Board 
of  Permit  Appeals  if  permit  is  disapproved. 

(P:\summsht.aab)  _ 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 


June  18,  1996 


Appellant's  Name  &  Mailing  Address: 


Nature  of  Appeal: 

[x]      Director's  Order 

[  ]       Franchise  Tax  Board  Notices 

[  ]  Other  


839  Leavenworth  Partners  PROPERTY  ADDRESS  839  Leavenworth  Street 

c/o  Stephen  H.  Whitelaw 

3  Hart  Lane  BLOCK    0280     LOT  _002  

Mill  Valley,  CA  94941 

APPEAL  NO.    6610    Source  Code  DCO 


INSPECTOR    Paul  Lansdorf 

Dear  Appellant: 


This  is  to  serve  notice  that  your  appeal  fded  with  the  Abatement  Appeals  Board  on 
December  6,  1995  will  be  heard  by  the  Board  at  1:00  p.m.  on  July  3,  1996,  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff 
of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA 
94103  or  call  (415)  558-6454.  Please  bring  any  documents  and  information  that  may  support 
your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony. 


Very  truly  yours, 

William  Wong,  Secretary  ^ 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  the  Appellant .  Qi)^ 

cc:  Dennis  Baca,  Owner  of  Record,  Complainant,  and  Building  Occupants 

[p:tds\aab-hrg.796] 


(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


RECORDING  REQUESTED  BY; 

Brenda  Thomas 

WHEN  RECORDED  RETURN  TO: 

Depaxfunent  of  Building  Inspection 
1660  Mission  Street  -  6th  Floor 
San  Francisco,  CA  94103 


San  Francisco  Co  Recorder's  Oiiice. 
fresory  Joseph  Diaz»  Counfy  Recorder 
DOC  -  9<£>~FS?l<£>S05-00 
Acct    4C{-&-'CC  eureau  Of  Buildins  Inspect 
Friday,  JAW  19,  1996  10:55:17 

PRE  moo;; 

/Jr/?-  .^0*^^'  Nbr-OQ00462691 
fiEEL  6:)!>i  imSE  0274  oar/Ae/2 


(Space  above  this  rine ' reserved  for  Recorder's  use) 


ORDER  OF  ABATEMENT 


RECEIVED 

FEB    6  1986 


DEPARTMENT  OF  BUILDING  INSPECTION  

City  &  County  of  San  Francisco 
1660  Mission  Street ,  San  Francisco,  CA  94103-2414 

Owner     839  LEAVENWORTH  PARTNERS 

%  STEPHEN  H  WHITELAW  FS16805 

3  HART  LN 

MILL  VALLEY  CA  94941 
Property  Address:  839  LEAVENWORTH  ST,  0000 

Block:     0280         Lot  002  Seq:  01  Tract:  120         "^Case  DCO 

Inspector  Landsdorf  Complaint:  34132 

ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  203-203.R 
ORDER  NO.  1815-A 

HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  November  29,  1995 
IN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  203 .  THE  HEARING  WAS 
CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.   THE  OWNER  WAS  REPRESENTED. 


02-JAN-96 


BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 
AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF 
DIRECTOR,  AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF 
THE  DEPARTMENT  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE 

UNDER  THE  TERMS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 


THE  DIRECTOR  HEREBY  ORDERS  TOE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WTTH  THE  FOLLOWING: 

1.  10    DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 

2.  30     DAYS  TO  MEET  PLAN  REVIEW  PROCESS. 

3.  30     DAYS  THEREAFTER,  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 
THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 


APPEAL:  PURSUANT  TO  SECTION  203.(i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 

BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRPTING  ON  FORMS  OBTAINED 

FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TO  FL.,  SAN  FRANCISCO,  CA  94103,  (558-6454), 

AND  MUST  BE  FILED  WFTH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 

AND  SERVICE  OF  THIS  ORDER. 


RECOMMENDED  BY: 


VERY  TRULY  YOURS. 


sley  Stansfield 
Chief  of  Housing  Inspection  Services 


^^r^:^^:;--FRANK  Y.  CHIU,  DIRECTOR 

DEPARTMENT  OF  BUILDING  INSPECTION 


Phone  No,  (415)  558-6454 


FAX  No.  415-558-6474  (I:\appls\permits\reports\ooaforml) 
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NOTICE  OF  VIOLATION 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


^^^^ 

FIRST  NOTI 
SECOND  NOTICE 
OTHER   


of  the  San  Francisco  Municipal  Codes  RegartUng  Unsafe, 
Substandard  or  Noncooiplylnfl  Structure  or  Land  or  Occupancy  Thereof 


NOTICE  DATE        -        -  7^ 


(CIRCLE  ONE) 


ADDRESS 


8^7  i-i 


Lot     r  Oo2, 


X'.  BC-BuTdng  Co<i«       PC-P Jumb^  Coci« 
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REPORT  OF  CONDITIONS  AT: 
Date  of  Inspection: 
Dater  of  Report: 
Page  1  of  3 


839  Leavenworth  Street 

08/09/94 
08/12/94 


REPORT  OF  VIOLATIONS 


1.  Repair;  re-attach  all  loose  and  missing  station  smoke 
detectors  throughout  the  building.  San  Francisco  Housing  Code 
Section  911. 

2.  All  smoke  detectors  shall  be  maintained  in  good  repair  at  all 
times.       San  Francisco  Housing  Code  Section  908. 

3.  Repair  and  maintain  the  inoperative  fire  alarm  system  and 
provide  a  yearly  certification.  San  Francisco  Housing  Code 
Section  908;     San  Francisco  Fire  Code  10.309. 

4.  The  fire  escapes  on  both  sides  are  obstructed,  San  Francisco 
Housing  Code  Sections  801,  908  and  1001  (k);  San  Francisco 
Fire  Codes  20.01(d),  23.07  and  23.13;  San  Francisco  Building 
Code  Section  3303. 

5.  Ceilings  and  walls  throughout  the  building  are  damaged  or  need 
paint.       San  Francisco  Building  Code  Section  lOOl(j). 

6.  Clean  or  paint  walls  and  ceilings  in  the  rooms  throughout  the 
building.  San  Francisco  Building  Code  Section  104(d);  San 
Francisco  Housing  Code  Section  1001 (o). 

7.  The  flue  piping  in  the  kitchens  of  numerous  apartments  are 
unapproved;  (not  sealed  off) .  San  Francisco  Housing  Code 
Sections  1001(g)  and  505(g);  San  Francisco  Mechanical  Code 
Chapter  9;     San  Francisco  Plumbing  Code  Section  1318. 

8.  The  legal  use  of  #839  Leavenworth  Street  is  fifty  (50)  units 
on    5    floors    of    occupancy.       Research   of    building  permits 
revealed  no  valid  peniiit  was  issued  or  cleared  by  inspector  to 
add  more  units  in  the  basement  and  in  the  penthouse.  San 
'Francisco  Building  Code  Section  301. 

9.  Work  was  done  in  the  basement  without  proper  permits.  San 
Francisco  Housing  Code  Section  1001 (n);  San  Francisco 
Building  Code  Section  1001 (n), 

10,  Work  was  done  in  the  penthouse  without  proper  permits.  San 
Francisco  Housing  Code  Section  1001 (n).  San  Francisco 
Building  Code  Section  301(A). 

11.  Work  was  done  on  the  lightwells  without  proper  permits.  San 
Francisco  Housing  Code  Section  1001 (n) ;  San  Francisco 
Building  Code  Section  301(A). 


o 


REPORT  OF  CONDITIONS  AT: 
Date  of  Inspection: 
Date  of  Report: 
Page  2  of  3 


839  Leavenworth  Street 

08/09/94 
08/12/94 


12.  Replace  missing  and  damaged  flue  bonnets  at  the  roof.  San 
Francisco  Housing  Code  Section  1001(g)- 

13.  Repair/replace  damaged  interior  door  jamb  in  Unit  406.  San 
Francisco  Housing  Code  Section  1001  (o)'V" 

14.  Repair/replace  kitchen  cabinet  door  in  Unit  105.  San 
Francisco  Housing  Code  Section  1001 (o). 

15.  Remove  unapproved  hasps  and  locks  on  entry  doors  throughout. 
San  Francisco  Building  Code  Section  3304(c). 

16.  Garage  and  debris  have  accumulated  in  various  locations  of  the 
building.  San  Francisco  Housing  Code  Sections  1001(b)  and 
1306;     San  francisco  Building  Code  Section  104(d). 

17.  Evidence  of  hazardous  plumbing   throughout.      Make  necessary- 
repairs.       San  Francisco  Building  Code  Section  Chapter  41; 
San  Francisco  Housing  Code  Section  1001(f). 

18.  The  exterior  door  of  the  basement  is  not  provided  with  self- 
closing  device.       San  Francisco  Building  Code  Chapter  41; 
San  Francisco  Housing  Code  Section  706(b) (1) . 

19.  Due  to  the  violations  and  conditions  evident,  this  building  is 
substandard  and  insanitary.  San  Francisco  Housing  Code 
Section  1001(a)   and  (b) . 

26.  Due  to  the  violations  and  conditions  evident,  this  building  is 
unsafe  and  a  piiblic  nuisance.  San  Francisco  Building  Code 
Sections  203  and  206. 

27.  Due  to  the  violations  and  conditions  evident,  this  building  is 
a  fire  hazard.  San  Francisco  Building  Code  Sections  203 (a) 2 
and  407 (g.l) . 


The  violations  cited  are  those  that  were  observed  and  do  not 
include  violations  of  the  plumbing,  electrical,  mechanical, 
housing,  fire  and  building  codes  which  may  be  concealed  or  which 
become  evident  when  work  is  begun. 


REPORT  OF  CONDITIONS  AT: 
Date  of  Inspection: 
Date  of  Report: 
Page  3  of  3 


839  Leavenworth  Street 

08/09/94 
08/12/94 


Based  on  this  report,  the  owner  shall  obtain  the  necessary- 
building,  plumbing  and  electrical  permits  to  correct  all  of  the 
above-listed  violations  and  any  other  violations  discovered  during 
the  course  of  the  rehabilitation  of  the  st3;:}iQture  within  30  days 
and  comply  with  the  time  limits  specif iedT  on  those  permits,  in 
Building  Code  Section  303 (d)d  for  superintendent  initiated  code 
compliance  permits  or  as  ordered  by  the  superintendent,  the 
Director  of  Public  Works  or  the  court. 

All  Code  Enforcement  costs  will  be  assessed  against  this  property 
upon  issuance  of  an  Order  of  Abatement  by  the  Director  of  Piiblic 
Works . 


Paul  Lansdorf 


Housing  Inspector 


APJ^EAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Abatement  Aopeals  6oarc 
,  1650  Mission  Sireet 
San  cranasco.  CA  94103 
^4o.  553-6454 


Appeal  Number 


Appellant 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1"  of  the  Building  Code,  Part  E,  Chapter  I,  of  the  San  Francisco  ^'unicipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  iXrector  of  PubUc  Wori?:s, 
of  the  Qty  and  County  of  San  Frandsco,  on         //  "3^-  . 

(2)  The  affected  premises  are  located  at  _ 

San  Frandsco.  They  contain  dwelling  units  and    lOiP    rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


JILL 


(4)  State  the  relief  you  need  and  reasons  why  you  daim  the  appealed  action  should  be 
modified  or  reversed  by  this  board.  ,  . 


(Attach  additional  sheet(s)  If  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above    ^^^P^^e^  ^  

(6)  The  offidai  address  of  the  undersigned  is: 


Date  Filed  Signature  (Print  Name  Below) 

File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street,  6th  Floor,  San  Frandsco,  CA  94103.  TeL  (415)  558-6454 


ABATEMENT  APPEALS  ABOARD 


CASE  #6611 


Summary  Sheet 


^Address:           1301 A  &  B  Boswbrth  Street 

Violation: 

Two  illegal  units  on  ground  floor,  also  creating 
ilegal  floor  of  occupancy  and  change  of 
occupancy  from  R-3  to  R-1  per  SFBC  and 
security,  smoke  detector,  plumbing,  electrical 
and  energy  reports  are  now  required. 

Life  Hazards: 

Lack  of  second  means  of  egress  for  1 301  A, 
and  fireproofing  of  the  entire  building  is 
required. 

Basis  of  Appeal: 
Action  Requested: 

There  is  no  third  dwelling  unit  and  property  is 

1  lociH  CIO  0  1  mite  ir\r  fomilv/  momhorc  /^nl\/ 
UocJU  do  c.  uillLo  lUI  Idlllliy  1 1  lUI  1  lUcJI  o  uiiiy. 

Moratorium  to  correct  code  violations. 

Staff 

Recommendation: 

Deny  Appeal  to  grant  a  moratorium  as  Board  of 
Permit  Appeals  has  granted  legalization  of  two 
units.  The  permit  has  been  on  hold  at  CNT-PC 
since  04/01 1/96  and  the  Appellant  has  not 
expedited  this  process. 

DOCUMENTS  DEP^. 

(P:\summsht.aab) 

JUL  01  1996 


SAN  FRANCISCO 
PUBLIC  LIBRARY 
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Other 


Present  Stories 


3^ 


Floors  3     Units  Guest  Rooms  (T)  (R) 


Other 


Initial  Inspection  Date      9/^'^l'^(  TvpeO/TvyaLfeg  Inspector  UAjtlC^rJ-Z/.^ 

PERMIT  TRACKING:  js/  l)CF'^^r^ii^^*V^^  /  / 

BuUding  PA#     ^/ -Z-.^  ^6  Sr  ^fFILED/ISSUED/EXPIRED  Date__il/2JL/ii- 


Electrical. 
LIFEHAZ 


ARDS: 


Item: 


.  Plumbing/Electrical 

Stairs  need  rebuilding/structural  weakness 
Other  


X 


,  Fireproofing/Sprinklers/ Alarm 
Egress  •  • 


OTHER  VIOLATIONS:  Maintenance . 


Illegal 


2^ 


(Date):  ^^/^^^    Posting  Date  f 


Reinspection  prior  to  Director's  Hearing 
Inspo?ctor's JR.ecoi9mendation tq^ Director  ^i^>*^  -f^' 


s^tor  s  K.eci 


A  Time:  5  f  ^^r^/a/^-^/-3  ^  / 


Continue  case  for  30  Days:  

Refer  to  FTB  -  Yes  )L  No 
Director's  Hearing  Date  

 //-  ^-<?r  


,  Issue  O  of  A; 


Decision  <f;--.^-^t^  ^  ^f'^  ^^^' 


CASE  HISTORY 


NO.  DATE 


REMARKS 


INS? 


TIME 


7^ 


3^ 


3ii 


20 


3o 


n 


72 


Ac 


10. 


11. 


IZ 


/j>' 


P:tfUSCASEJlAl 


(7 


HIS  CASE  HISTORY  AND  ACTION 


ADDRESS      ^>  /  -     M  -  1  H        rgt^  uO<&yT-n^     St-   '  BLOCK  6?  O  ^     LOT  ^ 

Bldg.Type     S^/^  Occupancy   1^"  (     Inspector  Cf:jJz^C^  

Legal  Stories   Floors    ^    Units  Guest  Rooms  (T)  (R)  Other  

Present  Stories    Floors    "1    Units  Guest  Rooms  (T)  (R)  Other  

Initial  Inspection  Date    t/"^  MV  Type  Cf^^lUjf  Inspector  ^i^^^^^-^gv^^-gc^  

PERMIT  TRAdaNGP    V         '■  " 

Building  PA#  FILED/ISSUED/EXPIRED  Date.  

Electrical  Plumbing_  

LIFE  HAZARDS: 

Item:   Plumbing/Electrical     '   Fireproofing/Sprinklers/ Alarm 

 Stairs  need  rebuilding/structural  weakness   Egress 

 Other   

OTHER  VIOLATIONS:  Maintenance  Illegal  Floor&njnits.  


Rcinspection  prior  to  Director's  Hearing  (Date):  Posting  Date 

Inspector's  Recommendation  to  Drrecton  


Continue  case  for  30  Days:  Issue  O  of  A:  "  Time: 

Refer  to  FTB  -  Yes  No  

Director's  Hearing  Date  Decision  


CASE  HISTORY 

NO.     DATE  REMARKS  INSP  TIME 


I. 

0f    f/^S?^^  "                      hp[/X^  ^^4z^ 

• 

i 

2. 

3. 

4. 

5. 

^^^/?^ 

6. 

7. 

8. 

9. 

10. 

II. 

12. 

(WHlSCASEJiAl 


DEPARTMENT  OF  BUILDING  INSPECTION  

City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
NOTICE  OF  AAB/FTB  HEARING 
June  18,  1996  Nature  of  Appeal: 

[x]      Director's  Order 

[  ]       Franchise  Tax  Board  Notices 

Appellant's  Name  &  Mailing  Address: 

[  ]  Other  

The  Flynn  Family  Trust  PROPERTY  ADDRESS  1301 -01 A  Bos  worth  St. 

c/o  Edward  A.  &  Helen  B.  Flynn 

ISOlABosworth  Street  BLOCK     6706     LOT  020  

San  Francisco,  C A  94131 

APPEAL  NO.    6611    Source  Code  DCl 


INSPECTOR    Patrick  McKenzie  

Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal  filed  with  the  Abatement  Appeals  Board  on 
December  22.  1995.  will  be  heard  by  the  Board  at  1:00  p.m.  on  July  3.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff 
of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA 
94103  or  call  (415)  558-6454.  Please  bring  any  documents  and  information  that  may  support 
your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony 

Very  truly  yours, 


William  Wong,  Secretary  U 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant .  ^^'^ 


cc:  John  Wiley,  Esq.,  Owner  of  Record,  Complainant,  and  Building  Occupants 


[p:tds\aab-hrg] 


(415)  558-6454 


1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


RECORDING  REQUESTED  BY: 

Brenda  Thomas 

WHEN  RECORDED  RETURN  TO: 

Department  of  Building  Inspection 
1660  Mission  Street  -  6th  Floor 
San  Francisco,  CA  94103 


San  Francisco  Co  Recorder's  Office 
fresory  Joseph  Diaz»  County  Recorder 
OOC  -  S^<S-F<?1  160<S-00 
fleet    40-SFCC  Bureau  Of  Buildins  inqpprf 
Monday,  JAN  06,  1996  14;il;54 

F/E  moo;; 

-       00  Nbr-000G4766S3 
/£EL  654J  IMAGE  04^.2  ofa/FT/7 


(Space  above  tliis  li»e  Reserved  for  Recorder's  use) 


ORDER  OF  ABATEMENT 


RECEIVED 

JAN  2  ^  1386 
BtBEAu  OF  miiimQ  J«spgnq« 


F311806 


1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


City  &  County  of  San  Francisco 


DEPARTMENT  OF  BUILDING  INSPECTION 


Owner 


FLYNN  FAMILY  TRUST  THE 


06-DEC-95 


%  EDWARD  A  &  HELEN  B  FLYNN 


1301ABOSWORTH  ST 


SAN  FRANCISCO  CA 


94131 


Property  Address:  1301  B  BOSWORTH  ST,  0000 
Block:     6706         Lot  020  Seq:  01 


Tract:  307 


Case 


DC1 


Inspector  McKenzie 


Complaint:  34050 


ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  203-203. R 
ORDER  NO.  1693-A 


HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  November  02, 1995 
i      IN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  203 .  THE  HEARING  WAS 
CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.   THE  OWNER  WAS  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 
AS  FOLLOWS: 

1 .  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF 
DIRECTOR,  AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF 
THE  DEPARTMENT  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE 

UNDER  THE  TERMS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

j     THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

1 .  DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 

!     2.  30     DAYS  TO  MEET  PLAN  REVIEW  PROCESS. 

3.  30     DAYS  THEREAFTER,  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 


THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 
I     THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

APPEAL:  PURSUANT  TO  SECTION  203.(i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 
BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94103,  (558-6454), 
AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 
j     AND  SERVICE  OF  THIS  ORDER. 

RECOMMENDED  BY:  VERY  TRULY  YOURS, 


Lesley  Stansfield 

Chief  of  Housing  Inspection  Services 


FRANK  Y.  CHIU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  rNSPECTION 


Phone  No.  (415)  558-6454 


FAX  No.  415-558-6474  (I:\appIs\permits\reports\ooafomil) 


.'City  and  County  of  San  Francisco  Department  of  Public  Works 

y^^^^  Bureau  of  Building  Inspection 


NOTICE  OF  VIOLATION 


OF  THE  SAN  FEIANCISCO  MUNICIPAL  CODES  RENDERING 
HOUSING  TO  BE  SUBSTANDARD  (PER  SECTIONS  17274(b)(2) 
AND  24436.5(b)(2),  REVENUE  AND  TAXATION  CODE) 


Date ;      ^/r  <^  ?/  

Property  " 

Address:    /'>^f  ,A'^JiS      pc^^g/L/^  -^P^  • 


Assessor's  Block  ^  Lot  "^-^ 


f 


Housing 

Inspector:  i'^^^^ 


Complete  Inspection  Report 


TO  THE  PROPERTY  OWNER(S),  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING  ANY 
INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND  COUNTY  OF 
SAN  FRANCISCO: 

PLEASE  TAKE  NOTICE  that  the  above  described  premises  was  inspected  by 
inspector(s)  of  the  Bureau  of  Building  Inspection  of  the  Department  of  Public 
Works.    As  a  result  of  the  inspection,  conditions  were  found  to  exjst  in  the 
premises,  as  more  particularly  described  in  the  complete  inspection  report(s) 
attached  to  the  notice  of  violation  mailed  to  the  owner(s),  maintained  in  the 
premises  in  violation  of  the  provisions  of  the  San  Francisco  Municipal  Code 
dealing,  among  other  things,  with  housing,  building,  health,  and/or  safety. 
Based  upon  this  inspection,  the  Superintendent  has  determined  and  declares 
these  premises  to  be  substandard  housing. 

ACCORDINGLY,  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING  INSPECTION  HEREBY 
ORDERS  the  owner(s)  of  the  above  described  substandard  property,  within  thirty 
(30)  days  to  make  application  for  the  necessary  permits,  to  correct  the 
conditions  in  the  premises  maintained  in  violation  of  the  Municipal  Code, 
thereafter  to  obtain  permits  and  proceed  to  correct  the  conditions  diligently 
and  expeditiously,  and  to  complete  the  work  within  the  specified  time  on  the 
attached  Report(s). 


Sections  17274  and  24436.5  of  the  Revenue  and  Taxation  Code  provide, 
interalia,  that  a  taxpayer  who  derives  rental  income  from  housing  determined  by 
the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state 
or  local  codes  dealing  with  housing,  building,  health  and/or  safety,  cannot 
deduct  from  state  personal  income  tax  and  bank  and  corporate  income  tax, 
deductions  for  interest,  depreciation  or  taxes  attributable  to  such  substandard 
structure  where  the  substandard  conditions  are  not  corrected  within  six  (6) 
months  after  notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE 
NOTICE  THAT  THE  DATE  OF  THIS  NOTICE  OF  VIOLATION  MARKS  THE  BEGINNING  OF  THE  SIX 
MONTHS  PERIOD). 


WARNING 


^58-  6220 


450  McAllister  Street,  Rm.  302     San  Francisco  94102  -  4583 


DEPARTMENT  OF  PUBLIC  WORKS    -    BUREAU  OF  BUILDING  INSPECTION 
HOUSING  INSPECTION  DIVISION 

'  SECURITY  ORDINANCE  CHECKLIST 

r^PATinM      f^^l      .    C^Cf  A       ^    7%  l^Si^O^^  ■   DATE  / "T^^ / ^ / 

ILOCK      C^'I^^    LOT         ^^-^   SEQ.    CT  3  O  7^  

g   1.  PROVIDE  SINGLE  CYLINDER  DEADBOLTS  WITH  MINIMUM  ONE  INCH  THROW  FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS: 

1  -^Si^r  ^    C^eik  ^  I'^^iB  

15"  2.  PROVIDE  ONE-HALF  INCH  THROW  DEADLATCH  OR  SINGLE  CYLINDER  ONE  INCH  THROW  DEADBOLT  LOCKS  FOR  REAR  OR  SECONDARY  DOORS 
]         OF  THE  FOLLOWING  UNITS: 

[]   3.  135°  VIEWER  REQUIRED  FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS  (MAXIMUM  MOUNTING  HEIGHT  OF  58  INCHES): 


]   4.  *GLAZING  ON  THE  INTERIOR  ENTRY  DOOR(S)  MUST  BE  COVERED.  REPLACED  OR  REINFORCED  IN  THE  FOLLOWING  UNITS: 


"]    5.  REPLACEMENT  OR  REINFORCEMENT  WITH  A  MINIMUM  OF  3/8"  PLYWOOD  OH  APPROVED  EQUAL  IS  REQUIRED  FOR  HOLLOW  CORE  OR 
PANEL  ENTRY  DOORS  TO  THE  FOLLOWING  UNITS: 

6.  SLIDING  GLASS  DOORS  MUST  BE  FITTED  WITH  AN  AUXILIARY  LOCKING  DEVICE  IN  ADDITION  TO  THE  PRIMARY  LOCKING  DEVICE  IN  THE 
FOLLOWING  LOCATIONS: 


^    7.  PROVIDE  DEADLATCH  LOCKS  WITH  MINIMUM  ONE-HALF  INCH  THROW  FOR  THE  FOLLOWING  EXIT  DOORS: 

^j'  8.  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  SELF-CLOSING  DEVICES: 
9.  THE  FOLLOWING  EXTERIOft  DOORS  MUST  BE  PROVIDED  WITH  PRIMARY  LOCKING  DEVICES: 


I  10.  OTHER:  H'P't^rC^      k/o^TUc^        ^g^r/L        f-^  f        ^  ^) 


*  REPUCEMENT  GLAZING  MUST  MEET  "UL  972  STANDARD  OF  SAFETY"  OR  BE  1/4"  THICK  WIRE  GLASS  OR  LAMINATED  SAFETY  GLASS. 
REINFORCEMENT  MAY  INCLUDE  3/8"  PLYWOOD,  EXPANDED  STEEL  MESH,  1/4"  PLASTIC  OR  APPROVED  EQUAL. 


El     THIS  IS  ONLY  A  PARTIAL  LIST  AND  IT  ONLY  INVOLVES  ITEMS  ACCESSIBLE  FROM  THE  PUBLIC  AREAS.  IF  YOU  DESIRE  A  COMPLETE  LIST  OF 
SECURITY  REQUIREMENTS  FOR  THE  BUILDING,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  FOR  AN  INSPECTION. 

THIS  IS  A  COMPLETE  LIST  OF  ITEMS  TO  COMPLY  WITH  THE  NEW  SECURITY  ORDINANCE  #346-80  AND  #6-82. 

THE  SECURITY  DEFICIENCIES  THAT  ARE  CHECKED  ARE  REQUIRED  TO  BE  CORRECTED  WITHIN        /80  ^DAYS.  IF  DOORS  ARE 

REPLACED,  WINDOW  FRAMES  REPLACED,  OR  ANY  STRUCTURAL  WORK  DONE  TO  COMPLY  WITH  THIS  ORDINANCE,  A  BUILDING  PERMIT 
MUST  BE  SECURED  FROM  THE  CENTRAL  PERMIT  BUREAU  AT  450  McALLISTER  ST.,  SAN  FRANCISCO,  CA. 

IF  YOU  HAVE  ANY  QUESTION  REGARDING  THIS  NOTICE,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  BETWEEN  THE  HOURS  OF 
8-9  AM  AND  4-5  PM,  450  McALLISTER  ST.,  ROOM  302,  SAN  FRANCISCO,  CA  94102,  (415)  558-6220. 


PLEASE  CALL  INSPECTOR  WHEN  CHECKED  ITEMS  ARE  CORRECTED 


1«346-80  &6-82       ORD.  346-80  and  6-82 


HOUSING  INSPECTOR 


i 

i 

1 


San  Fran«i<«o  0«pjrtin«nt «(  Public  Work* 
Burcjw  of  Buildiif9  lnsp«cti«n 


Offlc«  Houn:  8  to  8:J0  AM  -  4  to  5  PM 


Office: 


1-n 


AddicsL 


PLUMBING  INSPECTION  SEPOBT 


Inspected  on 


Sbizabing 


The  following  items  that  are  chciJced  require  coxrection  in  accordance  with  the  San  Francisco  Plumbing  Code  and/or  the  San 

Francisco  Homing  C^d^-  or  eti\rr  ^nnVmhlr-  r<^t^  tnA  nniinarwa  ,  ,  .    -  .  - 


Items  of  correction  listed  hcrdn  are  diosc  which  were  observed,  and  docs  not  include  violations  which  may  be  concealed 


City  and  County  of  San  Francisco 


fm§. 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


DATE:. 


[^APT.  HOUSE  I  [hotel 

BLOCK  0^4.        LOT  CT 


Smoke  Detector  Inspection  Report  -  San  Francisco  Ordinance  386-84 

California  Health  and  Safety  Code  131 13.7 


1.     This  building  is  completely  sprinklered  and  is  exempted  from  the  above  S.F.  Ordinance 
and  State  Code  requirements. 


J2.     This  building,  with  a  central  smoke  detector  system  in  the  public  halls,  must  install 
battery*  operated  smoke  detectors  in  all  units. 


j3.  This  building  must  have  battery*  operated  smoke  detector(s)  located  in  the  lobby  and 
at  the  top  of  each  public  stairway  and  an  additional  detector(s)  at  every  third  floor  below 
the  top  of  such  stairway. 


This  building  must  have  hardwired  single  station  smoke  detectors  installed  in  all  units. 
You  are  hereby  required  to  have  an  electrical  contractor  secure  an  electrical  permit  to 
install  the  hard-wired  single  station  smoke  detectors  connected  to  the  building  wiring 
system  and  submit  a  Compliance  Certification  (Approval  by  Electrical  Inspector)  to  the 
Housing  Inspection  Division. 


5.      The  Housing  Inspection  Division  has  not  received  your: 

[  ]  Affidavit-Self  Certification  for  Battery  Operated  Smoke  Detectors. 
[   ]  Compliance  Certification  for  Hardwired  Smoke  Detectors. 


*lnstallation  of  battery-operated  smoke  detectors  does  not  require  an  electrical  permit. 

The  smoke  detectors  are  to  be  located  adjacent  to  the  sleeping  areas  of  the  unit  on  the  ceiling  or  if 
wall  mounted  within  twelve  (12)  inches  of  the  ceiling,  but  no  closer  than  six  (6)  inches  to  the  ceiling. 

Failujffi  by  the  owner(s)  to  complete  the  work  and/or  submit  the  Compliance  Certification  within 
W  O       days  may  cause  your  case  to  be  referred  for  Abatement  Proceedings. 


Housing  Inspector 
450  McAllister  Street,  Rm  302  San  Francisco  94102 


9003-36  HIONSO  8/88 

»15)  558-6220 


li 

I 

I 

) 

ill 
n 


APARTMENTS  AND  RESIDENTIAL  HOTELS 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 
RESIDENTIAL  ENERGY  INSPECTION  FORM 


m  Prim) 


^-^i  -  3d  7  3 
  eivrwM 


s°W^O;  iCMd.  Of*)  Condominium  □  (No.  of  Units  y  Apt.  BIdg,  [2_(No.  of  Units  ) 

nplete  the  following  as  applicable) 

I  Demolition  Permit  Application  filed    yes  Q    no  ^    If  so,  on  what  dale  


1.  Hotel  □  {No,  of  Uni 


,  Was  building  built  after 


It  yeB,  date  Permit  Application  v 


.,  Permit  Application  No._ 


- 1, 1978    yes  □ 

son  for  Inspection:  (check  one)  Resale  Q)  Metering  Conversion        Major  alierailon  Q]    Complete  OAHl^    RAP         Condominium  Conversion  Q 
isre  an  Energy  Escrow  Account  sat  up,  or  to  be  set  up.  for  this  property?    yes  Q    no       II  yes,  Form  C  must  also  be  completed  and  filed, 
is  lor  Expenditure:  (check  one)         1%  of  Purchase  Price  from  Real  Estate  Sales  Contract,  or 
[s^l  %  o(  Assessed  Value  of  Building  (whichever  is  greaier) 


HT  A  APAHTMEhfTS  AND  RESIDENTIAL  HOTELS  (Completed  b 
;rQY  COMSERVATION  MEASURES  (Pteaw  cheek  below) 
IMS  CHECKED  "NO"  MUST  BE  CORRECTED  • 


iiaace  value  of  R-18. 


YES   NO  N/fi 

□  H  □ 


Ul  doors  laadlriQ  lo  unhesi 
ipproved  materiaii. 
■XEMPT,  A  -  Doors  are  fire  ri 


9  weather  Stripped  with 


t  fltled  with  an  JnGuiation  blanket  or  materiel 


EXEMPT,  A  -  Unable  to  modily  st 

BuiidlnB  anerlor:  caulking  sr 
■nd  ojHninas  lo  the  exterior. 
EXEMPT, 


I  accBSsible  hoBIIng 


□  HQ 

□  K  □ 

□  □  [Hl 

ana 

0-  □  □ 
«TZZZ  □  □  a 


accessible  sieam,  sieBm  condenseie  end  recirculating 
water  pipes  Ihrouehoul  the  structure  are  iniutated  to  a 
mum  of  H-a  and  all  hot  WBIor  ter\ks  to  a  minimum  R-e  value.     D  Q  0 


r  csrtKled  and  laQged  within  li 


PART  B  IComoletad  bv  CBrtllisd  Energv  InsDoaor) 


PART  C  COMPLIANCE  CERTIFICATION  INSPECTION  (complsiod  by 

Cenilied  Energy  Inspector) 
I  do  hereby  certify  that  sM  Items  have  been  compiled  with  fully. 

VES  □     NO  □     If  yes.  which  numbere  nol  done  


PARTE  City  andCounty  Use  Only 


-  NOTICE  TO  THE  OWNER  - 


AFTER  THE  INITIAL  INSPECTION,  you  must  llle  this  form  within  16  days,  at  the 
and  Hotel  Inspodion  DIviaton,  Rm.  302.  ^60  McAllister  St.  [84.00  Filing  Foe  Regulrt 

AFTER  THE  COMPLIANCE  INSPECTION  Is  properly  signed  |Pan  C  and  Pan  0).  p 


[S4  00  Filing  Fee  Requiredl.* 
AFTER  BUREAU  APPROVAL  e 


t  the  Bureau  of  Building  Insp 


as  part  of  a  Complete  Code  Compllsnce  Inspection,  t 
Report  fcr  the  owrier  and  waive  the  Filing  Feels). 


OWNER 


Bureau  of  Building  inspecllon  f,3k\s,^.  CA  941 02 

415-558-6030 

ELECTRICAL  INSPECTION  REPORT 

/jg/    /3DsuJe>nrH  File  No.  -r-ioez 


Owner. 


^J^j^^      /j'    p/ijntn      Eleclrlcal  Inspector  ^ — 

nspectlon  I  (Building)  (Housing)  Inspector  ^^-^ — /^f./^A 


Date  ol  Inspection  S-Zg-'n  1  (Building)  (Housing)  Inspector  fi^T^'^ — /Jr.f^^^  

The  Items  checked  below  are  those  requiring  correction  In  accordance  with  San  Francisco  Electrical  Code,  and/or 
Housing  Code,  and  other  adopted  Codes.' 

Based  on  the  following  report  It  Is  required  that  the  violations  be  corrected  by  a  licensed  registered  contractor  subject  to 
permit  and  Inspection. 


1 .     Hazardous  wiring  Is  In  evidence  and  shall  be  removed  or  corrected  , 


(EC  90-37-38b),  H.C.  405  &  708. 


2.     Unapproved  portable  cords  are  fastened  to  the  building  stnjcture  _ 


  EC  400-8.  H.C.  708. 

The  main  electrical  service  Is  (deteriorated)  (inadequate)  In  a  hazardous  condition.  Install  approved  enclosed, 
"dead  front"  service  wiring  and  equipment,  adequate  for  the  load  sen/ed,  E.C.  Section  230  sen/Ices,  H.C.  708. 


Electrical  appliances  are  plugged  Into  lighting  outlets  (location)  _ 


Remove  appliance  or  Install  approved  plug 


receptacle  under  pernitt  and  Inspection  by  this  Division.  H.C.  708  &  E.C.  90-3. 

5.     Every  habitable  room  shall  have  at  least  one  (i)  electrical  plug  outlet  and  every  kitchen  shall  have  at  least  two 
(2)  electrical  plug  outlets.  New  kitchen  plug  outlets  shall  be  wired  to  an  approved  "utility  clrcuiT  In  a  usable 
location.  H.C.  505 


Light  flxture(s]  are  Improperly  Installed,  (location)  _ 


E.C.  Sec.  90-4,  90  Art.  410.  H.C.  402-J. 


Fuses  being  used  In  branch  circuits  are  oversized.  EC  Sec.  240-50  &  52.  Install  "Type  S"  non-tamperable 
fuses  of  proper  size. 

Every  room  with  running  water  shall  have  a  wall  switch{es)  to  control  lighting  outlets.  HC  505. 

(Outlet)  (junction  box)  (panel)  cover{s)  (are)  missing  (location)  


E.C.  370-15,  H.C.  708. 


1 0.    inspection  ot  (localton) . 


 was  not  possible  at  the  time  ol  this  inspection  and  further  investigation  may  expose  items 

requiring  maintenance  and/or  repair.  H.C.  308  &  303.  E.C.  90-4. 

The  Items  ol  coffecllon  listed  herein  are  those  which  were  observed,  and  does  not  Include  similar  violations 
which  may  be  concealed  and  become  evident  when  work  Is  begun. 


Electrical  Inspector  ^ 


(Print  Name) 
Dale 


I 


ft 


Location 
Pfepared  By 


Oan  Injpecloa  f/''^7/^/  L"  "'""ni"    l/.  f.-f  / 


Own. 


inclsco  Department  of  Public  Works 
BUREAU  OF  BUILDINB  INSPECTION 
OimSION  OF  APHRIMENT  HOUSE 
AND  HOTEL  INSPECTIOH  REPORT 


'  I   — rr    ^   woorH.s.i'  - -^^   ■/      ■  '\j  iri  ^  ri  3^ 

2.  Remove  all  rubClsh  from  yard/cQurt/basemenl/cellar  ~  ^''7 

3.  Raise  foundallon  and/of  lower  grade  using  approved  materials  and  method  al  "^'^^ 

A.  Install  approved  type  (loor/deck.  yard  drain  at   "  —403  HC 

5.  Provide  gas  service  shuloft  In  ~"   ■  .402-507  HC 

.■109  HC 


6.  Ratpfool  ground  area  in  basement/cellar/under  stairs 

7.  Eliminate  rodent  and/or  cockroach  Inlestatlon  on  premises 

8.  Clean  and  maintain  hotel  room(s)  dwelling  unll(s)  In  ^sanitary  manner  at  ~  

Provide  lesal  ventilation  lor  lurnace  room/water  healer  space/garage/under  lloor  area/g, 


 ._,  ivwiiiinaici  iiBdmt  spac 

10.  Provlde/lireproof  garage/rear  yard  to  stfeet  passageway/ba 

11.  Repair/provide  llreprooting 


_92DPH-402  HC 

.  402  HC 

 402  HC 


celling  wllh  approved  (ire  rated  maierlals 


12.  Provide  fire  sprinkler  syslem  In  garbage/linen  chule,  garbage/linen  room  sinnnp  .rp,   \  

15,  Pro»l<H  apptovsa  type  llues/connectors  lor  gas  appliances  in  

It  ReOulM/repaK  IrpnI/rear  stairway.  Proyide  hanprails  _ 


-402-702  HC 

 414  HC 

 414  HC 


 .^.K""  'iv-ii.'icoi  >Ldiiwdy.  rrovioe  nanprails 

tf^plae.  all  broken  window  glass.  Repair  sasi,  and  repo.ly.  Check  s  repair  hardware  ' 

tOepalrslucco/siOingon.   d     pen  iidroware_ 

g)ReolacB;r.o«>  j«nii«,   "='"1  "lerlor/lrin 


_411-705  HC 
_407  HC 


.hi..e  rebpild/tireproo,  root  deck.  ^^-.^i^iTmSSm^^J^:^^^ - 
21.  Proylde/repalr/replace/llreproof  stair  penlhopse  door /closer  Install  raiiinn  ar„,m7, ,  ,  h  ,. 
I  Pro.ld.  stalrway/so.,„.  hdle  tro.  poOllo  hall„ay,stair  ,0 "oo,  ,7      ^d         n  " 

n  F         '."r    T"'  "  halls/ele.ator  sh   

24.  Eholose  Interior  stalrw.,|s)  in  an  approved  mann.r  or  comply  with  item  25   ' 


_402-403402  HC 
 402jlOeHC 


 412-805  HC 

 0O5  HC 


"fpivvou  iiiaiiiier  or  comply  wi  h  tern  25 

.  rov  .  compl.,,  ,lr.  sprinkler  system  i„  all  pohiic  halls,  corridors,  stIwaVs  per  plan  "  

26.  Install  approved  type  lire  doors/closers  to  basement/main  stair  encio  ore  ■ 

a  royldo  ^s,<l>«>.,m,,,,^,  s,cond  means  o!  egress  /SprT^Ti  ,  

»,  Pro. l  e  corridor  to  lire  escape  al  tront/rear/sid.  and  Inst^Fdir.ctional  signs        '  '"" 

^  Pro,  da  app,o,ed  type  ladder/stair  from  lowest  liro  escape  balcony  to  groond  — 

,  royld.  approved  typ.  «r.  .xt,n,„lshers  in  pobilc  halls  a"  each  nd  

11,  Remove  or  raise  all  wires,  ropes,  etc.  8  leel  above  ropl   

0  'Z2ZT,  ""'  ='^"""""""V  standpipe  as  directed  by  Fire  Depi  

a.  Repair/replace  loose  and  missing  plaster  In   

^'  iT^'l^l"''  °P«"I"Q  In     approved  manner  (NESW)  wall  ~  


.   ■        ufoiiiriu  PI!  dn  approved  r 

0,  l-iose  transom  openings  In  public  hall(s)  m  approved  manner 
*  Provide  a  bath,  lavatory,  and  water  closet  within  each  apanmenl 

I  Provide  additional  bath|s);iavalory(les)  on  

"  Provide  aiidltionai  water  closet(sl 


 (loor(s}_ 


_tloor(s)_ 


Mater-p  001  bath/wale,  closet  companm.nl  lloor(s)  with  approved  materiallsl  on 

i^rovid.  legal  ilghl  and  ventilation  lor  /  S^.i!?^  /TH^r'T'  

"  Remove  torn,  worn,  insanitary  floor  co.ermo  in  (■''''-i_a<^  -'^^-^H^- 


'2  Comply  with  attached  Hoat/Hol  Water  Notice  

3.  P'»»W»  swaration  whore  water  closet  compariment  opens  into  kitchen  In 
5    mov  a"„?r      7°"'  " "-"^nily  k  hen" 

Spf'  f  °"    "  " °' ''"•'"•ater  In 


 807  HC 

 807  HC 

 803-806  HC 

 801  HC 

 801  HC 

 801  HC 

 904  HC 

 24.10  FC 

  901-907  HC 

 412  HC 

-TABLE  5-A  BC 

 502  HC 

 402  HC 

 503  HC 

_500HC 
_508  HC 


.707,A/503I.C.  HC 
— '.  503.10  HC 

-   -    --rr'/  -v.  JiwioMlcaiBF  It)    ,503.19  HC 


^  Subm    ^  tuiioi, 

7.  Ciean/paper  or  palm  walls  and  ceilings  In 


1  0=™        .    "         ""■"•"•"-'oa,  jjiuvjuB  Tigni-iittmg  covers 


r,. ■  "      '""■"<  one  plug  receptacle  In  ea 

VRomove/repaWand/or  replace  deteriorated/substandard 


^ — -'^^^^r./i.^c-  inni  HC 
  _1004  HC 


^rdvide,hobr,ires.p:ra;i.=;„:-:r:  :sr;s'::^ 

|Bemoye;close/flre  protect  closet  under  stairs  a  " 


 r--'uvi  i,iuaa(  uiIUBr  SOirS  ai    

^omply  with  attached  Electrical  andfif  Pluml>ingli^;nZZIZZn  '  

Rep:.::  ranCii^arrkrers':;" 

-Remove  all  non-conlorming  (arttUool^iiio,  . 
,  »n.>,„->o,„,y  iiem[s)_ 


-405-505  HC 
-  ART  4  HC 
-701  HC 
-701  HC 
-414  HC 


instruction  it 


_  802.d  HC 
-  ART  4  HC 

 136  PC 

 402  HC 

 403  HC 


comply  wllh  Hem  61. _ 


-unlts//«iMj)4- 


^Wy«  structure  IS  reverted  lo  Its  iMlBlZlasUsa,!  use  as  an-fWme^SUS  "'^ 


109   -  APPLICATION  PLAN  CHECK  HISTORY  QUERY  05/24/96  11-2 

APPL#:    9123985  REV# :  FORM:    3   FILED:    12/23/91  DISPOSITION: 

ADDRl:    13  01     BOSWORTH  ST  UNIT:    0000  SER/PAR:  S 

DESC  CODE: 

BRING  BLDG  INTO  CODE  PER  DAHI 
NOTIFY:   DAN  MURRAY  PHONE:     (        )  343-1687  WC  EXP:  SE 

EST  COST:  6,500     REV  COST:  CITY-INSTIG 

REVISION  DATA:      LAST  REV# :  DATE  RECEIVED:  REQUESTED  BY 

SENT  BY:  COMMENTS: 
SUB/  PLAN     LOG  LOG  START  IN  OUT  LOG  COMM 

IN  WORK  HOLD  HOLD      ^     OUT  CODE 

03/01/96  03/01/96  03/01/96 
BPA  #95-195  APPROVED ; ROUTE  BACK  TO  CP-ZOC 
03/01/96  03/01/96  03/01/96  AA 

LOG  OUT/NO  WORK  DONE; BPA 

03/06/96  03/15/96  v.    '  03/15/96 

03/15/96   03/18/96  04/11/96  04/11/96 


STATION 

INIT 

SET#  TO 

PCD 

38 

2 

02/08/96 

COMMENT : 

:!NT-PC 

AA 

2 

03/01/96 

COMMENT : 

:p-zoc 

MEG 

2 

03/01/96 

BK 

2 

03/15/96 

APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CTTY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Aoaierneni  Aopeais  ooaj 
,  1660  Mission  Sireet 
San  rranasco.  CA  Q4  ic 
"Ibl.  No.  558-5454 

rP^'ifffe'FSt;  $  56-24 


Bdwaixi  Flynn  and  Helen  Flym 
Appellant 


Appeal  Number 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  II,  Chapter  I,  of  fire  San  Frandscq  Municipal  Code,  and  makes 


the  following  allegations  in  connection  therewith; 


(1)  The  order  appealed  from  was  made  at  a  publii^  heagn^  by  the  Director  of  Public  Works, 
of  the  Qty  and  County  of  San  Frandsco,  on     ove    e      ,  1995  

(2)  The  affected  premises  are  located  at      ^301  and  I3OI  A  Bosworth  Street,  San  Francisco 
San  Francisco.  They  contain     two  C^j     dwelling  units  and  rooming  uru is. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 

See  attachment. 


(4)  State  the  relief  you  need  and  reasons  why  you  daim  the  appealed  action  should  be 
modified  or  reversed  bv  this  board, 
  See  attachment. 


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersiejied  is  the  owner/ aeent,  (state  wtiich)  of  the  premises  described  in 

■         -  Owner  ^ 


Paragraph  (2)  above 


(6)  The  offidai  address  of  the  undersimed  is: 

Eaward  Flynn  &  Helen  Flynn^ 

c/o  John  Wiley,  Esq.  

2097  iVlarket  Street  #B  ~ 
San  I't'ancisco,  UA  9411^  


TeL  No.  ^15/863-0500 


DEcember     22^  1995 
Date  Filed 


Signature  (Print  Nan^  Below) 


mar6.  Flynn 


Helen  Flynn 


File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Sbreet  6th  Floor,  San  Frandsco,  CA  94103.  TeL  (415)  558-6454 


ATTACHMENT  -  ABATEMENT  APPEAL  FOR 


1301   -   1301  A  BOSWORTH  STREET 
APPELLANTS  EDWARD  FLYNN  and  HELEN  FLYNN 


(3)  The  attached  Director's  Order  was  posted  and  served  on 
December  19,  1995. 

Appellants  appeal  the  following  items  on  the  January  6,  1991 
Notice  of  Violations  that  was  the  subject  oT  the  Director's  Order: 

"27.     Provide  second  means  of  egress  -  1301  (A)". 

"40.        Provide    legal    light    and    ventilation    for  1301 
Basement  living  room  and  bedroom.  " 

"52.     Fireproof  the  entire  building  with  approved  1  hour 
resistive  materials  and  sprinklers  throughout." 

"56.    Provide  and  maintain  2  additional  usable  off  street 
parking  spaces  and  City  Planning  requirements . " 

"58.       Remove    all   non- conforming   construction    in  1301 
(Bsmt)    Provide  proper  ceiling  height.      1301  Bsmt  kitchen  door  - 
provide  proper  door  height." 

"98.     Security  check  list." 

(4)  The  first  floor  unit  was  constructed  in  1900  and  the  building 
was  used  as  multiple  units  prior  to  1918.  Appellants  filed 
application  no.  9123985  to  legalize  two  residential  units  at  the 
property.  The  application  was  rejected  because  the  Planning 
Department  disapproved  the  use  of  the  property  as  two  units. 
Appellants  have  filed  Appeal  No.  95-195  before  the  Board  of  Permit 
Appeals  that  will  be  heard  on  February  7,  1996.  Appellants' 
Statement  in  that  appeal  is  attached  hereto  setting  forth  the  use 
of  the  property  as  two  units . 

The  use  of  the  first  floor  apartment  was  not  contrary  to 
the  "provisions  of  the  code  in  effect  at  the  time  the  use  was 
commenced"  under  San  Francisco  Building  Code  Section  2  02 (e) .  The 
first  floor  apartment  was  built  and  used  as  a  residence  in  1900 
according  to  the  San  Francisco  Assessor's  records.  The  conditions 
described  in  the  Notice  of  Violation  did  not  violate  the  code  in 
effect  in  1900. 


I 


I 


Appellants  seek  relief  from  the  following  violations  according 
to  the  numbering  in  the  Notice  of  Violations. 

A.  Notice  of  Violation  No.    27   -   Second  Means  of  Earp-.q.q 

The  property  is  used  as  two  units  rather  than  three . 
There  is  a  second  means  of  egress  from  both  the  lower  unit  and  the 
upper  unit  by  a  walkway  on  the  side  of  the  property.  Thus  this 
violation  is  not  present. 

B .  Notice  of  Violation  No.   40  -  Light  &  Ventilation 

The  number  of  windows  in  tke  ''lower  unit  met  the 
building  code  requirements  when  the  unit  was  constructed  in  1900. 
Appellants  are  willing  to  install  a  fan  to  provide  additional 
ventilation. 

C.  Notice  of  Violation  No.    56    -   1  Hour  Fire  Resistant 
Construction  and  Sprinklers 

The  interior  walls  of  the  building  are  lathe  and 
plaster.  When  the  property  was  first  used  as  multiple  units,  this 
method  of  construction  was  approved. 

D.  Notice  of  Violation  No.   56   -  Two  Off  Street  Parking 

Spaces 

The  building  was  used  as  two  residential  units  prior 
to  the  off  street  parking  requirement  that  were  enacted  in  1955. 
There  is  paved  space  for  two  cars  to  park  off  the  street  in  the 
front  of  the  property. 

E .  Notice  of  Violation  No.  58  -  Removal  of  Non- 
Conforming  Construction 

The  lower  unit  conformed  to  the  building  code  at  the 
time  of  its  construction  in  1900.  The  ceiling  height  in  the 
kitchen  and  bathroom  should  be  grandfathered.  Appellants  would 
suffer  a  great  hardship  if  they  had  to  excavate  the  first  floor  in 
order  to  comply  with  the  present  building  code  requirements  for  the 
ceiling  in  the  kitchen  and  the  bathroom. 

F.  Notice  of  Violation  No.   98  -  Security  Checklist 

The  security  requirements  do  not  apply  to  two  unit 

properties . 

Appellants  reserve  their  rights  to  seek  a  moratorium  to 
correct  any  conditions  that  are  the  subject  of  the  Director's 
Order . 
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ABATEMENT  APPEALS  ABOARD 


CASE  #6612 


Summary  Sheet 


Address:          700  -  7th  STREET 

Violation: 

Work  exceeding  electrical  permit  and  work 
without  permit  throughout  the  290,000  square 
foot  building.  See  enclosed  letter  of  D.  Green 
of  2/19/93.  Current  Permit  150805  for  survey 
only. 

Life  Hazards: 

Yes,  hazardous 

Basis  of  Appeal: 
Action  Requested: 

More  time  to  determine  scope  of  work  involved 

1*1                   *lfta                        *                    if                 1  1 

which  will  determine  the  base  permit  and 
investigative  fees. 

Add  more  time  to  the  Order  of  Abatement 

Staff 

Recommendation: 

Uphold  Order  of  Abatement.  There  has  been 
no  resolution  of  conditions  and  penalty  fees. 

(P;\summsht.aab)  DOCUMENTS  D'^'^'^. 

JUL  01  1996 

SAN  FRA,""  -) 
PUBLIC  Llbn^^nY 


HIS  CASE  HISTORY  AND  ACTION 

ADDRESS  T<?0-    7  y^  /^/i-^^ <tf/;5'BLOCK  7  79?    LOT  V 

I  Bldg.Type     ^  -  Occupancy  ^—  -z.     Inspector  /^ii^t^'l^e^u^  

j  Legal  Stories      "^-^  Floors  Units  Guest  Rooms  (T)  (R)  Other  

I  Present  Stories  J/^         "Floors  ^      Units  C<^»4^ .   Guest  Rooms  (T)  (R)  Other  

I  Initial  Inspection  f)ate -g^y-yrZ-^-^y-'^j"  Type  Inspector  /^^wx^^.^.  

I  PERMir  TRACKING: 

I  Building  PA#.  

j  Electrical  <^  fen.W¥-^   Plumbing. 

I  LIFE  HAZARDS:        iM^'^t-^        /e^  '^/- 
litem:  Plumbing/Electrical 


FILED/ISSUED/EXPIRED  Date. 


.  Stairs  need  rebuilding/structural  weakness 
Other  


.  Hreproofing/Sprinklers/ Alarm 


Egress 


OTHER  VIOLATIONS:  Maintenance 


.  Illegal  Floors/Units. 


Rcinspection  prior  to  Director's  Hearing 


(Date):. 


Inspector's  Recommendation  to  Director  ^f/^ 


Posting  Date 


Continue  case  for  30  Days:  X 
Refer  to  FTB  -  Yes  No 


Issue  O  of  A: 


Time: 


Director's  Hearing  Date    <<  -   /•  -/'• 


Decision  <fcc4l^  /^.^^^V  f-         f  X 


/  ^     /  CASEmSTORY 


NO.  DATE 


REMARKS 


INSP  TIME 


4. 


5. 


6. 


7. 


8. 


9. 


!0. 


II. 


I 


Case  Hxfto'Vaiid  Action    tzLb/k^  •/  ^' . 


Outstanding  Items:  #. 


(^j!f^J^^/ ^^^^^^ 


V5d 


1  ?•  • — yy. —  ^  "—^ 


>g,^^.>^tU^^(^^>^^^^,/^T^  /e^J^JfW/V  /^.^:;:^^Jr^ 


7)  /C^A/^-^^.^ 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 

June  18,  1996  Nature  of  Appeal: 

[x]      Director's  Order 

Appellant's  Name  &  Mailing  Address:  [  ]       Franchise  Tax  Board  Notices 

■  '  []  Other  

Ronaldo  J.  Cianciarulo  PROPERTY  ADDRESS  700  -  7th  Street 

700  7th  Street,  Room  107 

San  Francisco,  CA  94107  BLOCK    3799     LOT  _004  


APPEAL  NO.    6612     Source  Code  BWO 


INSPECTOR    Henry  Hinds  

Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
January  19.  1996.  will  be  heard  by  the  Board  at  1:00  p.m.  on  July  3.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff 
of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA 
94103  or  call  (415)  558-6454,  Please  bring  any  documents  and  information  that  may  support 
your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony. 


Very  truly  yours, 

Wilham  Wong,  Secretary 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant .  ^fi/ 


cc:  Walter  Wong,  Owner  of  Record,  Complainant,  and  Building  Occupants 
[p:tds\aab-hrg] 


(415)  558-6454 


1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


anuary  10,1996 


Owner:    CIANCIARULO  RONALDO  J 
700  7TH  ST 
SAN  FRANCISCO  CA 


94107 


roperty  Address:  700  7TH  st, 

lock:     3799  Lot:  004  Seq:  01  Tract:  Case:  BWO 

ispector:  Code  Enforcement  Division  ^         Complaint  33942 

ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  203(a)-203)(r)  ORDER  N0.1843-A 

HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  September  21 . 1995 

IN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  203(d).  THE  HEARING  WAS 
CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 
AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE  DIRECTOR,  AND 
MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF 
BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

1.10  days  to  file  electrical  permits  for  compliance. 
2.  30  days  to  comply  and  to  complete  work. 


THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
iFOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

APPEAL:  PURSUANT  TO  SECTION  203(t)3  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 
BE  APPEALED  TO  THE  ACCESS  APPEALS  COMMISSION.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ACCESS  APPEALS  COMMISSION  AT  1660  MISSION  ST..  6TH  FL,  SAN  FRANCISCO.  CA  94103.  Tel:  (558- 
6014),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  COMMISSION  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 
AND  SERVICE  OF  THIS  ORDER. 


/.esiey  Stansfield' 
hief  of  Housing  Inspection  Services 


VERY  TRULY  YOURS, 


FRANK  Y.  CHIU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


^'honeNo.  (41 5)- 558-6454  FAX  No.  415-558-6474  (I:\appls\permits\reports\coaform3) 


I 


1 


city  6^id  County  of  San  Francisco 

NOTICE  OF  VIOLATION 


SECOND  NOTICE 
OTHER  


Department  of  Public  Woi^s 
Bureau  of  Building  inspectfon 

of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe,  {  y 

Substandard  or  Noncomplylng  Stnicture  or  Land  or  Occupancy  Thereof  f' 

9-  f'k 


NOTICE  DATE 


(CIRCLE  ONE) 
\DDRESS      7  ^  ^ 


^^    i        BC-BuikSng  Code 
HC-Housing  Code 
(^felectrical  Code 


PC-Pkjmbing  Code 
MC-MechanicaJ  Code 


3? 

9^  -  J^J^ 

HE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED:  □  stop  all  work 


IIVESTIGATION  FEE  OR 
CrHER  FEE  WILL  APPLY 

«PROX.DATEOF 

*>RK  W/O  PERMrr  


9x  Fee  (Work  w/o  Permit  after  9/1/60) 
ReinspectkMi  Fee 
□  Other  


«^^C2x  Fee  (work  Exceeding  Scope  of  Pennrt  c£ 

work  w/o  permit  from  9/1/60  to  1/1/67) 
I    j  No  Penalty  (Work  w/o  permit  prior  to  9/1/60) 


Pcsuant  to SFBC304<e)  and  3323  investigation  fees  are  diaiged  for  work  begun  without  permits  or  for  work  exceeding  tlw  scope  erf  permits.  Such  fees  may 
txappealed  to  ttte  Board  of  Permits  Appeab  within  15  days  of  permit  action .  Ro<an  154-yC  Qty  Halt  554-6720.  

1^  AlRNINGI  Failure  to  take  immediate  action  as  required  to  correct  fte  above  violaticms  will  restilt  in  abatement  orooeedings  by  the  Department  o( 
P»lic  Works.  If  an  Order  of  Abatement  is  recorded  a^inst  this  property  the  owner  will  be  billed  or  the  property  will  be  liened  for  afl  costs  incurred  In  the 
ale  enforcement  process  from  fee  posting  of  the  first  TJotioe  of  Violation"  tmtil  all  costs  are  paid.  SFBC  203(b)  &  332J  

V ^RNINGI  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  sulwtandard  cannot  deduct  from 
it  epereonal  income  tax  and  bank  and  corporate  income  tax  interest,  depredation  or  taxes  attributable  to  such  substandard  structure.  If  correction  work  Is 
«  cooqdeted  or  being  diligently,  expeditiously  and  ccmtinuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
Ri  [tdiise  Tax  Board  as  provided  in  Section  172!64<<0  of  the  Revenue  and  Taxation  Code 

^\  FURTHER  INFORMATION  CONTACT  INSPECTOR         //       A  ^  r  f  P   

(IfKpectoK-  Print  Name) 

Dot  Y.  Yee.  P.E. 
Acting  Superintendent 
Bureau  of  Building  Inspection 


By: 


y.f9^ 


Inspector  Signature 


CT  / 


at  □ 

BuikJing  Inspectkxi  Division 
3rd  Fkx)r,  1660  Mission  St. 

558-6096 

□ 

Housing  Inspection  Division 
etti  Floor.  1660  Mission  St. 

558-6220 

Electrical  Inspection  Division 
3rd  Floor,  1660  Mission  St. 

558-6030 

□ 

Plumbing  Inspection  Division 
3rd  Roor.  1 660  Mission  St. 

558-6054 

□ 

Code  Enforcement  Division 

City  dnd  County  of  San  Francisco 


NOTICE  OF  VIOLATION 


Department  of  Public  Works 
Bureau  of  Building  Ins^'ctlon 


FIRST  NOTICE 
SEgiONoTlOTlCE 


of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncomptying  Structure  or  Land  or  Occupancy  Thereof 

NOTICE  DATE 


OTHER 


i  (CIRCLE  ONE) 

\DDRESS 


Bd^mkSng  Code 
Hg-Housing  Code 
€c^lectrical  Code 


PC-Plumbtfig  Code 
MC-Mechanicai  Code 


aOLATION  DESCRIPTION: 

CODB^ECTlONf 

HE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 

t:  n^..  3^lA  a7/.^  y  o'^/J 


□  STOP  ALL  WORK 


10 


"-r  y^- 


n 


I VESTIGATION  FEE  OR 
(fHER  FEE  WILL  APPLY 

/'PROX.DATEOF 

V3RK  W/O  PERMrr  


^  J9x  Fee  (Wofk  w/o  Permit  after  9/1/60) 
□  Other  


i^2x  Fee  (work  Exceeding  Scope  of  Permit  c[ 

work  w/o  permit  from  9/1/60  to  1/1/67) 
1    I  No  Penalty  (Work  w/o  permit  prior  to  9/1  /60) 


F  rsuant  to  SFBC  304(e)  and  33Z3  investigation  fees  are  dtarged  for  work  begun  without  permits  or  for  work  exceeding  the  scope  of  pennits.  Sudi  fees  may 
b  appealed  to  the  Board  erf  Permits  Appeab  within  15  days  <rf  permit  action .  Room  154-A,  Qty  Hall,  554-6720.  

I ARNINGI  Failure  to  take  immediate  action  as  required  to  correct  the  above  vi<dations  will  result  in  abatement  proceedings  by  the  Department  of 
P  bUcWorics.  If  an  Order  of  Abatement  is  recorded  arainst  this  property  the  owner  will  be  billed  or  the  propei  ty  wul  be  liened  for  al]  costs  incurred  in  the 
0  le  enforcement  process  from  the  posting  of  the  first  TJotice  of  Violaaon"  until  all  costs  are  paid.  SFBC  Z03(b)  &  3313  

V  ARNING!  Anycme  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  substandard  cannot  deduct  from 
site  personal  income  tax  and  bank  and  corporate  income  tax  interest,  depreciation  or  taxes  attributable  to  such  substandard  structure  If  correction  work  is 
ti  completed  or  being  diligoitly,  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
F  nchise  Tax  Board  as  provided  in  Section  17264<c)  of  the  Revenue  and  Taxation  Code 


PR  FURTHER  INFORMATION  CONTACT  INSPECTOR 

Dot  Y.  Yee,  P.E. 
Acting  Superintendent 
Bureau  of  Building  Inspection 

By:  ./  J 


(Inspector  — >Print  Name) 


i 

/ 


Inspector  Signature 


at  □ 

Building  Inspection  Division 
3rd  Fkx)r,  1 660  Mission  St. 

558-6096 

□ 

Housing  Inspection  Division 
6th  Fkxjr,  1660  Mission  St. 

558-6220 

^Electrical  Inspection  Division 
3rd  Floor,  1660  Mission  St. 

558-6030 

□ 

Rumbing  Inspection  Division 
3rd  Floor.  1660  Mission  St. 

558-6054 

□ 

Code  Enforcement  Division 
eth  Floor,  1660  Mission  St. 

558-6454 

APPeL^  to  the  ABATEMEiNT  APPL.iLS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Aoatemeni  Aopeais  Boa 
^  1650  Mission  S'jeet 
csan  cranasco.  CA  94 ic 
Tbl  iNo.  558-5454 

P'i^'FSit:  S  __56.24 


Appellant 


Appeal  Number 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1"  of  the  Building  Code,  Part  II,  Chapter  I,  of  the  San  Franci5C0  . Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith; 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  Qty  and  County  of  San  Frandsco,  on    Scyt  3\  \'\^  b  . 

(2)  The  affected  premises  are  located  at  *^CfT  '^.f .  


San  Frandsco.  They  contain  "  .      dwelling  units  and 


rooming  units. 


(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


(4)  State  the  relief  you  need  and  reasons  why  you  daim  the  appealed  action  should  be 
modified  or  reversed  bv  this  board. 


(Attach  additional  sheet:(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  wriich)  of  the  premises  described  in 
Paragraph  (2)  above      Q  vov^gU^   . 

(6)  The  official  address  of  the  undersigned  is: 

« 

TeL  No. 


Date  Filed 

Signature  (Pi^t  Name  Below) 

Hie  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street,  6th  Hoor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 


3)  State    in    ordinary   and    concise   language    the   specific    nature  of 
the    action    appealed    from,    together    with    any    material  facts 
relating  thereto. 

We  are  appealing  the  Order  of  Abatement  under  S.F.  Building  Code  Section 
203(a)-203(r),  order  #1843-A. 

4)  State   the   relief  you   need   and   reasons  why  you   claim  the 
appealed    action   should    be    modified    of   reversed    by    this  board. 

Relief  Needed 

We  need  an  extension  of  time  of  the  abatement  order. 
Reasons    for  relief: 

We  received  the  notice  of  abatement  on  January  15,  1996.  At  the  abatement 
hearing,  we  did  not  understand  the  processes  required  to  resolve  our 
disagreement,  which  entails  the  amount  of  the  base  permit  fee  requested  by  - 
the  local ,  hu^Hding^nspoetor,  which  also  then  affects  the  amount  of  the 
investigative^fee.  ^ 

In  discussions  with  Rafael  Torres-Gill  on  January  10,1996,  wc  wore  informed 
that  we  have  no  due  process  with  regard  to  the  appeal  of  the  base  fee,  as  there 
is  no  formal  appeal  available.  We  now  realize  that  we  are  inexperienced  and 
confused  working  with  the  San  Francisco  building  department  to  clear  up 
what  we  believe  is  a  misunderstanding,  due  to  circumstances  beyond  any  one's 
control. 

For  this  reason  we  have  now  retained  the  services  of  LaLanne-VoIckmann,  a 
local,  experienced,  San  Francisco  developer.     They  have  substantial  expertise 
in  San  Francisco,  with  their  "Portside"  condominium  development,  and  their 
current  project  converting  the  Potrero  Auto  Center  to  a  Retail  Shopping 
Center. 

The  Baker  Hamilton  building  is  290,000  square  feet,  and  does  not  have  a 
hazardous  condition.     We  have  had  no  other  permit  violations.     A  legitimate 
misunderstanding  now  exists  with  one  base  permit  fee  and  one  investigative 
fee,  partially  caused  by  circumstance,  due  to  our  inexperience  with  the  pemit 
application  and  appeals  process.     We  believe  that  with  Mr.  Lalanne  handling 
the  matter,  the  issue  will  be  resolved  to  all  parties'  satisfaction.  i 

Please  allow  us  enough  time  for  Mr.  LaLanne  to  become  familiar  with  the 
property  and  our  electrical  permit  problems,  so  that  he  may  schedule 
appropriate  meetings  with  all  necessary  building  departments,  and  so  that  he 
may  correctly  execute  the  appeals  process. 


ABATEMENT  APPEALS  ABOARD 

Summary  Sheet 


CASE  #6613 


Address:           2280  PACIFIC  AVENUE 

Violation: 

Seal/Paint  walls/ceilings  of  several  rooms. 
(Other  violations  have  been  completed) 

Life  Hazards: 

None 

Basis  of  Appeal: 
Action  Requested: 

The  Notice  of  Violation  could  not  be  complied 

with  in  a  timpK/  mpnnpr  rliip  tn  nnnninn 

vviui  III  cx  iiiiiv^iy  iiiciiiiid  uuo  ivJ  ^1  iv^v_;m  1^ 

tenant/landlord  dispute. 

Set  aside  Order  of  Abatement  and  more  time 
to  comply. 

Staff 

Recommendation: 

Deny  appeal  to  set  aside  Order  of  Abatement. 

(P:\summsht.aab) 

DOCUMENTS  DEP*^, 
JUL  01  1996 


SAN  FRANCISCO 
PUBLIC  LIBRARY 


HIS  CASE  HISTORY  AND  ACTION 


ADDRESS 


Bldg.Type  

Legal  Stories. 
Present  Stories. 


Occupancy  'fn'-  / 


cy 

Floors  Units 
Floofs~7^  Uni 


.Inspector. 

^~2^    Guest  Rooms  (T)  (R). 

^   5t  Rooms  (T)  (R)  


LOT  ^// 


Present  intones        /  i  z^^^^i,  " 

Initial  Inspection  Date     W  ((O^  T 
PERMIT  TRACKING: 

Building  PA#  

Electrical  ^Plumbing 


.Other. 
Ojlier 


0th 


IRED  Date 


LIFE  HAZARDS: 

Item:   Plumbing/Electrical 

 Stairs  need  rebuilding/structural  weakness 

Other 


Fireproofing/Sprinklers/Alarm  _  ^  ^ 
:  Egress —/A^fe^TZ?  fV^ ^^V^ 


OTHER  VIOLATIONS:  Maintenance  f^A/^,T7t^^  <^fllegal  Floors/Units 


(Date):  ////jV^  Posting  Date  Hf^'^'^r'^ 


Rcinspection  prior  to  Director's  Hearing 
Inspector's  Recommendation  to  Director.  C 


.  Issue  O  of  A: 


Time: 


'Continue  case  for  30  Days:  _ 
Refer  to  FTB  -  Yes  No 


jDirector's  Hearing  Date        "        ^  <r'  Decision  ly^y^^  ""7^  


CASE  HISTORY 


r^o. 

DATE 

REMARKS 

INSP 

TIME 

1. 

r                          ^                                                                                                  ■■■■  ■- 

Aw-  q^t^/?M^Arr. 

• 

3. 

4. 

5. 

6. 

7. 

S. 

9. 

/e^   ^^^^  ^5^^i^ 

11. 



 ^  ^  ,  

V 


1 


ADDRESS    "T^^^eO    V/\C^\fyL.AV      _  ...bloc: 

Bldg.Tvpe  Occupancy  fS- /     Inspector  I^VHM-wV 


HIS  CASE  HISTORY  AND  ACTION 

T^r.ooK  LOT  oil 


Legal  Stories. 
Present  Stories 


cy   p"^  /  inspect 
Units  "2^ 


Floors  Units 
I  Floors  Units 


Guest  Rooms  (T)  (R)_ 
.Guest  Rooms  (T)  (R). 


Present  atones        ^  i  riooj^  umts  Quest  Kooms  vk;_ 

Initial  Inspection  Date    IC^  f((^  1^  ^    Type  "pCl^  Inspector 
PERMIT  TRACKING: 

Building  PA#  FILED/ISSUED/EXPIRED  Date. 

Electrical  


.Other_ 
Other 


.Plumbing, 


LIFE  HAZARDS. 

Item:   Plumbing/Electrical 

 Stairs  need  rebuilding/structural  weakness 

Other, 


Fireproofing/SprinJders/AJann  , 


OTHER  VIOLATIONS:  Maintenance  VPOt^fTli^^  <^fllegal  FloorsAJnits 


(Date^:  ////^/W  Posting  Date 


Reinspecdon  prior  to  Director's  Hearing 
Inspector's  Recommendation  to  Director. 


Continue  case  for  30  Days: 
Refer  to  FTB  -  Yes  No 


Issue  O  of  A: 


Time: 


K.erer  10  ric  -  les  ino  J_  i 

Director's  Hearing  Date      fl^f  /^^^  Decision. 


CASE  HISTORY 


NO.  DATE 


REMARKS 


INSP 


TIME 


\6 


9. 


la 


11. 


iz. 


AHBCASEJtAl 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 

NOTICE  OF  AAB/FTB  HEARING 

June  18,  1996  Nature  of  Appeal: 

[x]       Director's  Order 

Appellant's  Name  &  Mailing  Address:  [  ]       Franchise  Tax  Board  Notices 

[]  Other  

Sabina  Pelta  1988  Revoc.  Tr.  PROPERTY  ADDRESS  2280  Pacific  Avenue 

c/o  Sabina  Pelta 

P.  O.  Box  210436  BLOCK    0580     LOT  _011  

San  Francisco,  CA  94121 

APPEAL  NO.    6613    Source  Code  DC2 


INSPECTOR    Richard  Zarlow 
Dear  Appellant: 


This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
January  26.  1996.  will  be  heard  by  the  Board  at  1:00  p.m.  on  July  3.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals 
Board  staff  of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor, 
San  Francisco,  CA  94103  or  call  (415)  558-6454.  Please  bring  any  documents  and  information 
that  may  support  your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony. 


Very  truly  yours. 


William  Wong,  Secretary  ^ 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant 

cc:  Sabina  Pelta,  Owner  of  Record,  Complainant,  and  Building  Occupants 
[p:tds\aab-hrg] 


(415)  558-6454         1660  Mission  Street,  3rd  Roor,  San  Francisco,  CA  94103 


City  &  County  of  San  Francisco 

1660  IVlission  Street ,  San  Francisco,  CA  94103-2414 


DEPARTMENT  OF  BUILDING  INSPECTION 


Owner     SABINA  PELTA  1 988  REVOC  TR 


16-JAN-96 


%  SAXE  REL  EST  MGMT  SVCS 


1188  FRANKLIN  ST  #204 


SAN  FRANCISCO  OA 


94109 


Property  Address:  2280  PACIFIC  AV,  0000  , 

Block:     0580         Lot  Oil  Seq:  01  Tract:  132  Case  DC2 

Inspector  Zarlow  Complaint:  34316 


j  ORDER  Ot?  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  203-203.R 
ORDER  NO.  1858-A 


I  HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  December  14, 1995 
IN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  203.  THE  HEARING  WAS 
CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.   THE  OWNER  WAS  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 
AS  FOLLOWS  : 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF 
DIRECTOR,  AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THATTHECONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF 
TOE  DEPARTMENT  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDmONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE 

1     UNDER  THE  TERMS  OF  TOE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 


THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITO  THE  FOLLOWING: 

1.  30    DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 

2.  15     DAYS  TO  MEET  PLAN  REVIEW  PROCESS. 

3.  15     DAYS  THEREAFTER,  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 


THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

APPEAL:  PURSUANT  TO  SECTION  203.(i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 

BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRPTING  ON  FORMS  OBTAINED 

FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TO  FL.,  SAN  FRANCISCO,  CA  94 103,  (558-6454), 

AND  MUST  BE  FILED  WITO  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 

AND  SERVICE  OF  THIS  ORDER. 

RECOMMENDED  BY:  VERY  TRULY  YOURS, 


TOE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 


FRANK  Y.  emu,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECmON 


Chief  of  Housing  Inspection  Services 


Phone  No.  (415)  558-6454 


FAX  No.  415-558-6474  (I:\appls\pemiits\reporis\ooaforml) 


DEPARTMEhnr  OF  BUILDING  INSPECTION  

City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  CaUfomia  94103-2414 
NOTICE  OF  ^aOLATION  Date:  Vo-V^-'^^- 

I  >  Rasing:  [  ]  Good    ((]  Fair    [  ]  Poor 

ADDRESS   g^&O     ^hCA^C^    KvJ  ■    ^  n^f-  1  

Block:  06^>0    Lot:  CNN 

(]  Repair  damaged:  Pfwal]s  ^S^^^SliQV^ 


ifccilmgs   &^C^>\Lc:>C:^  t      <^^^g^gfF5^  -NC  rvC  V^^^  (  ^v\0>vVX>-    (N't^fV  ^  _<--^\)\>0(  >.HC  1001 


[]  Pain  ling  required  at:  [j  wails. 

0  ceilings  [   HC  1001 

[]  Remove  or  cover  damaged  paint  in  approved  manner  lo  prevent  a  leadUiazard:  

[]  Sec  attached  Lead  Hazard  Warning   HC  1301 

4.  fl  Pvcpair  riReplace  flwindov.'  pzss  flsasb  cords   1   KClOlO 

5.  ^Eliminate  I^mold/mildev,-  Mv^ails     LivJ^VOC-»-     yoo^  •  

[]  ceHings  ,  :   KC  1001 

6.  {]  Repair  []Replace    floor  coverings/carpets  

[J  Clean:  ,   KC  1001 

7.  [j  Pvcpair  plumbing:  []  toilet  []  sink  

[J  Plumbing  Permit  Needed  ,  ,   HC  1001 

8.  [1  Repair  electrical  []s witch/light  Q  reccpiacle  

0  Electrical  Permit  Needed  HC  504 

9.  [j  Provide  adequate  ligbting  at:  

[}  Electrical  Permit  Needed  HC  504 

10.  [J  Repair  []  Replace  []  Provide  smoke  deiectors_  

'  0  Central  Alarm  ^   HC  909 

LI.        []  Repair- n  Replace  []  Provide  batter)'  operated  smoke  detectors  [j  in  lobby  [J  top  of  each  public  stairway 

I  (]  ever>'  third  floor  below  top  of  slairway/unit   HC  91 1 

12.  0  Provide  []Rcchargc  []Daie-tag  fu-c  extinguisbcr  (Type  2A-]0BC)_.   HC  905 

13.  [j  Eliminate  egress  obstruction     •        '  "   ]   HC  SOI  •  .: 

A.        []  Repair  []  Replace  []  handles  ;  ;  HC  1001  ' 

{\BuiUing  Permit  Needed  [jstairs   HC  SOI.- . ..  .  . 

.5.        []  Repair  []  Replace  QProvide  ndoors  "     -  ^-r  — -  [jlocks   HC  lOf'':'-"*'  ■'• 

n  door  closers  '  '  '  '       ""   ' " '   HC  912  -  .  - 

6.  []  Remove  □  Qean  flrubbisb/trash     ' '     '   '.  '     ■  '   HC  1307  &,  807 

n  Storage  '   ;  ■   HC  904 

7.  D  Eliminate  rodent/cockroach  infestation  ^   HC  13061.:  ■-  ■  ■■.  - 

.8.     .  []  Provide  heat  between  5:00  &  11:00  AM  and  3:00  &  10:00  PM.    []  Set  time  clock  to  coitcct  bocrs.     •      '      ■  ' 

Q  Maintain  a  minimum  room  temperature  of  68  degrees  fahrenbeiL   []  Sec  attached  list  HC  701 

IQther  ^s'gJu^  |  OoU6    TvOE^  xvJ)   <-VTr^HJO      ^VtO^  vAe  \ 

t£>^e*o'9<r'_    vj^wc^o^    (^^t^xv:^:^    To  f=^F=^:>^9>^    vK)  ^>c-^^r^o\^     l-^    C>;^^^n^wC^  v^^"d>to\ 


•>>fm^-7y  4?&rz^tf^v>^7}72_  f/fT^i^Ty:^/^ /f^y^^^^        rp-e-^r^m /^-r- 

All  item5  checked  MUST  be  completed  within  7  /        30  days. 

Contact  Housing  Inspector  Qx  ' ^\ Vq  i  -x^\^^^  for  a  final  inspection  at  558- (3>^^  ^  

For  every  insf)ection,  after  the  initial  rc-inspectioriT^  $68.50  fee  will  be  charged  until  the  violations  arc  abated.  SFBC  305Cg) 

Arrival  ume:.  _  Departure  time:  \C>  •  d3>0 


v]  3/95 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Abaienent  A^opea\^JBoa^<. 
,  .  1660  Mission  i'l'reet  , 
San  Franacco.  CA  94ifl3 
iNo.  558-5454  ~ 


~P-EZ-T/4  .         .  S  ■  Appeal  Number  I  3 

I     .    ^  Appellant  ^£2- 

The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1' of  the  Building  Code,  Part  IE,  Chapter  I,  of  the  San  Frand^^co- Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  pubUc  hearing  by  the  Director  of  Public  Works, 
of  the  Qty  and  County  of  San  Frandsco,  on  ^-^<i-     /       /9  9   . 

(2)  The  affected  premises  are  located  at  'T^'Z-'^Q  (jU^  ^  ~7 d  (-^ 
San  Francisco.  They  contain     'Z^^       dwelling  units  and  roommg  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto, 

^^^^^^^^^^       ^T^Xt^c^JL^v^J^  .^-^yLi.-.^2^^y^7^^ 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  s 
modified  or  reversed  bv  this  board. 


(Attach  addltional  sheet(s>  if  necessary.)     ^      ^   ^        ^^^-^-.Z^^       /<  .pW^^^ 

(5)  The  undersigned  is  tl^^owneTageiit,  (s*ate  wnicn)  of /ihe  premises  described  in 
Paragraph  (2)  above  ^     

(6,  The  offidal^address^the  und^^is:^^^  ^^/.^  , 


TeL  No.    -737-6^/^9  -  ^ 


Date  Fi^  Signature  (Print  Name  >8eiow) 


Hie  Abatement  Appeals  Board  (AAB). 

1660  Mission  Steet  6th  Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 


n 

Sah  Francisco  Building  Code.  Section  203  (s)  provides  as  foJIows:  /     - 


"...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  dedde  appeals  from  orderiNQf_abaian«ftt-aTfer 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (0  and  203  0).  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  pubHc  hearth,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  gitent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  Is  In  non-compftance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  Cafifomia..." 

e  answer  the  following  questions.  Print  legibly. 

Yourxpiationship  to  the  property  involved  (owner,  owner^^agent.  contractor,  etc.) 


When  was  the  work  done?  ^_ 


Were  you  qr  the  present  owner  in  ownership  or  possession  when  work  was  perfonned?i/|f  no,  explain  (i-Q-.  <late  property  ^ 
purchased  and  approximate  time  when  work  was  performed): 

What  was  the  extent  of  the  work  petlofmed?  How  much  remains  to  be  done? 


hat  was  the  extent  of  the  work  perjofflied?  How  much  remains  to  be  done?  ^  . 

What  is  your  occuparran?  If  cetire^,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations.   AV  / ,//  .  


Do  you  own  other  properties  in  San  Francisco? 


If  yes.  do  any  of  these  properties  have  orders  of  abatement?   


Have  you  owned  property  in  San  Francisco  Isefore? 


Were  you  aware  of  the  permit  requirements  for  this  work? 


Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 


I  What  other  permits  have  you  been  granted  by  the  City? 


iwhat  other  facts  do  you  want  the  Board  to  consider?  A)  (TT^^  ^''TT^^^hC^^/^^ 

'■  (Continue  on  the  back  of  this  sheet  it  you  need  more  space.) 


under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  forfegoing  isitrue  and 


>,p....H.         ^//^Mr^     A  ^yiH^Miy  Signature: 
;  ^a^^C^l/^  /L/ t7''"^--'C-/^C^  Print  Name: 

KHiAtm)  VyT    Title  (owner,  contractor,  etc.):  


X  Hj^lRMONI)  Hughey 
attorney  at  law 
flood  building 
870  Market  Street,  Suite  i  142 
san  francisco,  ca  94102 

(4 IS)  433-7242 


January  12,  1996 


SEKIT  ON  THXfi  DATE  VIA  TAX  fi  U.8«  NAIL  ^.  < 

Robert  S.  Barringtori/  Sr. 

Goldstein,  Gellman,  Melbostad  &  Gibson 

One  Hundred  Van  Ness  Avenue 

Twenty-First  Floor 

San  Francisco,  CA  94102 

Ml    REQOEST  FOR  Btn?RY  TO  CONDUCT  REOtyEflTBD  REPAIRS  AND 
'    • MAINTENANCE  FOR  2280  PACIFIC  AVENUE  #704    fMARC  TOSCAl 

Dear  Mr.  Harrington: 

Ms.  Pelta  requests  entry  into  unit  #704  for  preventive 
maintenance/repairs  on  January  16,  1996,  at  9:00  a.m.    She  has 
scheduled  contractors/workers  to  be  present  at  that  time,  and 
they  will- begin  .with  the  ceilings  and  walls  in  the  living  room. 
This  request  for  entry  will  extend  from  January  16,  1996,  on  a 
daily  basis  until  the  work  is  finished  (the  contractor  has 
estimated  from  1/16/96  to  1/24/96)..    Further,  they  plan  to  paint 
the  unit  beginning  1/20/96,  estimated  to  extend  through  1/29/96, 
Work  is  scheduled  to  be  conducted  between  the  hours  of  9:00  a.m. 
to  5:00  p.m. 

In  order  for  this  work  to  be  done,  Ms,  Pelta  will  require 
the  following:    l)That  either  Mr.  Tosca  is  present  to  allow 
workers  to  enter  the  apartment  on  the  dates  set  forth  above,  or 
that  someone  who  has  his  signed  power  of  attorney  to  do  so  is 
present  as  his  authorized  agent;    2) That  on  or  before  1/16/96  Mr. 
Tosca  or  his  authorized  agent  signs  and  completes  Form  1, 
Fermififiion  to. Enter;  Form  5,  Request  for  Haint«nance;  and  Form 
48,  Contractor  Availability  Requtit  by  Tenant.  .  These  forms  are 
available  in  the    lobby  of  2280  Pacific  Avenue  or  may  be  obtained 
upon  request  to  me  prior  to  1/16/96.    Additionally,  these  forms 
will  be  available  on  1/16/96  at  the  time  of  the  requested  entry 
and  may  be  completed  then.    Please  be  advised  that  although  Mr. 
Tosca  has  expressed  disdain -with  completing  these  forms  in  the 
past,  Ms.  Pelta  insists  that  this  be  done  to  adequately  protect 
her  ifrora  potential  liability  under  the  circumstances. 

Additionally,  either  Mr..  Tosca  or  his  authorized  agent  will 
need- to  be  present  at  the  end  of  the  work  day  on  1/16/96,  and  at 
the  beginning  and  end  of  each  subsequent  work  day  unless  the  much 
requested  key  to  unit  #704  is  given  to  Ms.  Pelta  prior  to  these 
times,    Ms.  Pelta  requests  that  Mr.  Toaoa  provide  her  with  copies 


12-12-1995  07:56 


1  415  433  7242 


J  HARMOND,  ATTOFiNEY  AT  LAW 


P.  03 


of  all  keys  to  the  apartment/  ihcluding.  the  mailbox  key  which  she 
does  not  currently  possess.    Should  Mr.  Tosca  not  provide  these 
keys  as  requested,  then  he  risks  future  legal  action  from  my 
client/  ap  well  as  the  otherwise  unnecessary  bother  of  the 
presence  of  him  or  hie  .  agent  to  unlock  and  lock  the  apartment  at 
the  beginning  and  end  of  each  of  the  scheduled  work  days. 

.  Lastly,  my  client  requests  that  Mr.  Tosca  or  his  authorized 
agent  remove  all  furnishings  from  the  area  of-the  walls  and 
ceiling  in  the  living  room  so  that  this  maintenance  can  be 
completed  without  incidental  damage  to  his  property  before  work 
begine  on  1/16/96,    Attention  should  also  be  given  by  Mr.  Tosca 
to  adequately  removing  any  personal  property  that  could  be 
damaged  by  or  which  would  interfere  with  the  painting  of  the  unit 
as  scheduled  to  begin  on  1/20/96.      Ms.  Pelta  will  also  attempt 
to  address  any  additional  repairs  during  this  time  period,  but 
she  does  not  currently  have  specific  time  estimates  from  the 
contractors  for  these  other  repairs.    This  information  will  be 
provided  as  it  becomes  known. 

Please  feel  free  to  phone  me  for  further  clarification  or 
assistance  in  this  matter. 

Very  Truly  Yours, 


J.  HARMOND  HUGHEY 
Attorney  for  Esther  Pelta 


C:\CIlIBfITMZl,TA.BTN 


12-13-1995  06:25 
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J.  Harmoni?  Hughey 

ATTORNEY  AT  LAW 
FLOOD  BUILDING 
870  MARKET  STREET.  SUITE  1  142 
SAN  FRANCISCO.  CA  04102 
(415)433-7242 

SENT  VIA  FAX  •  January 


Robert  S.  Harrington,  Sr« 
Goldstein,  Gellman,  Melbostad  &  Gibson 
One  Hundred  Van  Ness  Avenue 
Twenty-Piret  Floor 
San  Francisco,  CA  94102 

E£i    REPLY  TO  YOUR  TAX  OP  1/12/96.  RECEIVED  StlS  P.M, ; 

REQUEflT  FOR  ENTRY  ON  l/16/»6  INTO  UNIT  #704.   2280  PACIFIC 

Dear  Mr.  Harrington: 

I  received  your  fax.    My  client  and  her  workers  wpa  be 
present  at  9:00  a.m.  on  1/16/96  to  begin  repairs  a^^^^^Sd  Pacific, 
Unit  #704,    Fax  or  phone  me  if  you  or  Mr.  ToscaJ*€ruse  to  be 
present.    Let*s  use  this  opportunity  jjo  ifolv^ythe  problems  of  our 
clients,  not  create  more  conflict. 


er  Pelta 


♦ 


J.  Harmond  Hughey 


Attorney  at  law 


FLOOD  BUILDING 


870  MARKET  Street,  suite  1 1 42 
San  Francisco.  CA  94102 


(415)  433-7242 


SENT  VIA  FAX  at  4; 55  p>in. 


January  19,  1996 


Robert  S.  Barrington,  Sr. 


Goldstein,  Gellman,  Melbostad  &  Gibson 
One  Hundred  Van  Ness  Avenue 
Twenty-First  Floor 
San  Francisco,  CA  94102 

RE;     REQUEST  FOR  ENTRY  ON  1/23/96  INTO  UNIT  #704,   2280  PACIFIC 

Dear  Mr.  Barrington: 

This  letter  is  to  confirm  our  phone  conversation  of  this 
afternoon  regarding  entry  into  2280  Pacific,  unit  #704,  for 
January  23,  1996,  at  9:00  a.m.     I  will  be  personally  present  for 
this.    Also,  I  understand  that  no  one  is  currently  available  for 
entry  on  Monday,  January  22,  1996,    Please  be  present  at  9:00 
a.m.  at  2280  Pacific/  unit  #704,  on  Tuesday,  January  23,  1996,  or 
have  someone  else  from  your  office  present. 

If  anyone  other  that  you  or  Mr.  Tosca  are  authorized  to 
enter  unit  #704,  please  give  them  a  short  note  signed  by  you  or 
Mr.  Tosca  which  clearly  shows  that  that  particular  person  is 
acting  on  your  behalf  as  Mr.  Tosca 's  attorney  or  as  Mr.  Tosca *s 
agent. 

We  will  again  request  that  you  or  your  agent  sign  Ms. 
Pelta's  forms  acknowledging  permission  to  enter  for  repairs,  etc. 

Please  note  that  this  notice  is  of  a  continuing  nature  and 
will  continue  again  on  Wednesday,  1/24/96,  and  each  day 
thereafter,  Monday  to  Friday,  from  9:00  a.m.  to  6:00  p.m.,  until 
all  the  maintenance/repairs  are  completed.     Also,  Ms.  Pelta  asks 
that  Mr,  Tosca  move    personal  effects  from  the  workers'  work  area 
so  that  no  damage  may  occur. 

Thank  you. 


Very 


•ul 


Yours 


tporney 


her  Pelta 


0\CUENTafa.TA.8L» 


TELCpHONE  NO, 

(415)  433-7242 


ATTOWEYOflPAffr?VVrraoUTATTOW<er(Nim««>rfAddi»«*>.  151196 

-JV  HAiy^OND  HUGHEY. 
ATTORNEY  AT  LAW  r 
FLOOD  BUILDING;  870  MARKET  ST.,   SUITE  1142 
SAN  FRANCISCO,   CA  94102 

ATTOfiNEY FOR (WmW^  ESTHER  PELTA,  BARNABAS  K07ACS,  &  SABINA  PELTA 


SUPERIOR  COURT  OF  CALU=ORNIA,  COUNTY  OF  SAN  FRANCI S  CO 
sTBEETAOoeess:  633  FOLSOM 

MAflJNG  AOOFtESS:  SAME 

crtYANOziPCooe  SAN  FRANCISCO,  CA 

BRANCH  NAME: 


PLAINTIFF:  ESTHER  PELTA,   and  BARNABAS  KOVACS 


DEFENDANT:  MARC  TOSCA 


FORCOUKtytSZOHCt 


ENDORGED 
FILED 

S»n  FrsncJjco  Covniy  Cupcrior  Ccvrt 


JAN  1  9  19S6 

ALAN  CARLSQ.V.  Clerk 


3Y: 


JEANIE  nG~?S 


C-T/JtyC:2fk 


ORDER  TO  SHOW  CAUSE  (Harassment) 
[xj  and  Temporary  Restraining  Order 


11'5452 


J 


THIS  ORDER  SHALL  EXPIRE  AT  THE  DATE  AND  THE  TIME  OF  THE  HEARING  SHOWN  IN  THE  BOX  BELOW  UNLESS  EXTENDED  BY 
THE  COURT. 

1.  To  defendant  (Warned MARC  TOSCA 

2.  You  are  ordered  to  appear  in  this  court  as  follows  to  give  any  legal  reason  why  the  orders  sought  in  the 
attacf>ad  petition  should  not  bo  granted: 


3. 


Date: 


3,   Wf(>  Tlme:^/^g^/^|     Dept:      j  Room: 


A.  If  you  ido  not  attend  tf>e  hearing,  further  orders  may  be  made  against  you.  These  orders  may  be  extende(R'^6^'{^»ftrxxl  not  to  exce^ 
threo  years.  You  have  the  right  to  appear  and  oppose  the  petition,  with  or  without  an  attorney.  Q^" 


TEMPORARY  RESTRAINING  ORDER 

UNTIL  THE  TIME  OF  HEARING.  IT  IS  ORDERED 


5.  Defendant  C/ja/77e>  MARC  TOSCA  .  shall  not  alarm,  annoy,  or  fiac^s^QWf.     ^  ^  \ 

nn  and  the  following  family  and  household  members  ("names j:  SABINA  PELTA  ah4  ^'^^(.^ 
MOZES  SCHILLER  ,^ 


and  SPECIFICALLY  IT  IS  ORDERED  THAT  DEFENDANT 
a  [XJ  notthreaten,  strike,  or  make  physical  contact  with  plaintiff  ' 


nn  and  the  following  family  and  household  members  f/iamesi:  SABINA  PELTA  and  MOZ^  S^^ILLER 


^5 


b.  [Xj  not  keep  plaintiff  under  surveillance  ^ 

nn  and  the  following  family  and  household  members  Cnames>.  SABINA  PELTA  and  MOZ^S  SCffi[5t'ER 

c.  (XJ  not  follow  plaintiff 

(XI  and  the  following  family  and  household  members  (names;:  SABINA  PELTA  and  MOZES^  SCH^^Ier 

d.  [X]  not  telephone  plaintiff  cn 

fX]  and  the  following  family  and  household  members  (names}.  SABINA  PELTA  and  MOZE^SCHILLER 

e.  1  XI  not  block  plaintiff's  movements  in  public  places  or  thoroughfares 

(X]  and  the  following  family  and  household  members  ^namesj:  SABINA  PELTA  and  MOZES  SCHILLER 


VIOLATION  OF  THIS  TEMPORARY  RESTRAINING  ORDER  IS  A  MISDEMEANOR,  PUNISHA 
t4JAl:.ORBOTH  THIS  ORDER  SHALL  BE  ENFORCQD  BY  ALL  LAW  E^FORCEMENT 


"v 

(Temporary  Restraining  Order  continued  on  reverse)  ^  /  \  ^ 


INE.  SK  MONTHS 
Th^STgjtj^F  CALIFORNIA. 


FofTO  Ap(xoy«<i  by  lh« 


ORDER  TO  SHOW  CAUSE  AND  V'^^^^>^*:^^^^i:^  '  ' 
Tr:MDr>n  APY  RF<^TRAINING  ORDERS ^:^;^.f^S^Jt^^ 


ill 

;  ;  i 


:  '■  \ 

:  i 

■I 

i\ 
■\ 

1 1 
i 


i|  ^/QZ-<At<^  OlA,^J=/^  ^ 


J  ■ 

\^ty^^r\^  .^t^t^^W^  6n^i^-^^>^^  a/^i:^^^^^^'^^^ 


i  OyijU^  ^^4J^</^.^^^c^  ^nA..^^.^^^^<l^  • 


^0-O~^      /iLCy^^^S^   A-'O-t^-^-x.^       1  ^^^^^^^^^L^^H^^^^ 


^2^^       C7^^^  ^^^.^  .^.^/^  ^^yi^^^^^.^^ 


t 


-  M 

i 


l^t^^     -^^L/S/(d  J^i^^^.(/z) 


4 

i 


III  #3c^/^ 

:  \  \ 

\      (1^^^    ^^A^u^  ^^^^ A^fe^^ 


ABATEMENT  APPEALS  ABOARD 

Summary  Sheet 


^^SE  U66U 


Address:          163-165  CHESTNUTVSTREET 

Violation: 

Sliding  Hillside 

Life  Hazards: 

Possible  sliding  of  debris  onto  neighboring 
properties  and  public  right  of  way. 

Basis  of  Appeal: 
Action  Requested: 

Appellant  says  there  is  no  hazard  and 
*^tahili73tinn  nf  the  hillc;irlp  ic;  nnt  nerp^^iarv 

Reverse  the  Order  of  Abatement 

Staff 

Recommendation: 

Deny  appeal.  Uphold  Order  of  Abatement. 

(P:\summsht.aab)  DOCUMEfVTS  DEP" 

JUL  01  1996 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


CASE  HISTORY  and  ACTION 


Complaint  No.:   Oi^\^\   District  No.:  ^iH 


Address:  District  Inspector: 


DATE 

REMARKS 

TIME 

INITIAL 

/« 

MxWoS  mrafi^]/xhW  of  cDmplm/ip 

«l 

o  o 

10 

:  ^0 

10 

it  /f 

7^  t    c  ^  ty  .  M  ^ 

{P:\/iM»ci.frm} 


CASE  HISTORY  and  ACTION 


Complaint  No.:  '^^QlU'l^l-  ^Lp  District  No.:   

Address:  District  Inspector: 


DATE 

REMARKS 

TIME 

INITIAL 

r6^i)l/iin-V  TPf\\^V.\ifk  ^/npf\Y'^ 

11*11  ii>\.  I     \  1  I  V  Ky'u  1  \  L/lt/V- '  iCi    '     U  1       LUi  '  V 1/  VIA.'  1  I 

1  \jUkX^\      \.->  •      1  iv^ 

3D 

1  1  lA'  1L(/      U>\      I  (v^*  ■ 

3(9 

mm 

— A — ^ 

— - 

'/'^// 

 f     '  y  ^— '  

V  

— /i  r  1^ — 

Hi  cr.  . 

{P:\J\xacLfmj 


Complaint  No.:     ^*^0  1  1 


Address: 


SO  • 


DATE 


REMARKS 


TIME 


INITIAL 


7 





^^^^ 


/>^^<.^    TT^c^  '^^^//t,    ^/^^c^fir<^/^M^(^  y^j^c^^^i^^ 


Page  2 


■1 


complaint  No.:        £  CP U  6  /  '  Address:    /(^S"     C  ^  <^-Sf  ^ 


nATF 

\Jr\  1  \— 

REMARKS 

TIME 

INITIAI 

1  It/L  /  £7 1 

/I  /  — 

<^         y~    6^  i             ^^//i^-^^  C  lA.  £     ^  ) 

 ■■■ ,/  ^ 

42:  -  <:  Q  n  4^  ^ 

- 

/  /?  ^l<^^ 

0            b(J^^     ^iaH'iL     i^if^^S  Coc^ 

Page  2         "  ^  (p.-V\xactJm2) 


Complaint  No.:       ^  C7  /  6      /  -  ^  ^        Address:     /  ^  C^j/hc^T^ 


n  ATC 
UA 1  C 

ntiVIArilVo 

TIMP 

ilNI  1  lAL 

1  1  K. 

//3// 

-7    /  J  /'^^ 

1   r>  D 

h 



I 

/|^»/M/fA^ifa^>^                      /  J  >t/  ^^^^ 

7  

/  -7  >L 

of 



 < 

Page  2 

i 
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Complaint  No.: 


Address: 


16 


DATE 

REMARKS 

TIME 

INITIAL 

-7  /  0/ 

rn       i/t    r  -/-^  ^/           1^      l\/    ^  4fv.^ 

/  ,  &  0 



jf      C  ff  }y          {       in      <^  ^           -r^  /-N         1/^             .^^^  — A—^ 

^  //^/  ^  6 

/.  0  (J 

1 

• 

6-  P/  cU^     C        A  TTQ^f^  ^  l^(/Z^  -TO 

CA           Con -f^t<-c   /lOwXia^^  ^iTk^ 

  ■  -                     —  -  — ■       ■  —                     M  - 

■) 

i 
I 

I 

1 

i 

i 

i 

! 

i 

^  'C 
'f 

I 


complaint  No.:     '^^0166/  ^ddres.:      /^^  C^-^i^^^-f- 


DATE 

DCftJI  A  D  WC 

^bMA^^o 

TIMC 
1  llViC 

INI  1  lAL 

•7/11  /<=7  L 

f^o          /A-  yo'*-^co\^  c — 0         *^    i    i  r — 

^  /  r 

M  l/l 

y  f 

///  Ch-^i  r^^T    y^^s    e^^c? Lofj  7L/>  C 

PvA'          I  J?   I  0         y  L  A            0  Hot, 

^ /  ^'^^ 

X        W1                    —7    /  --y    1  ^  / 

,          — /  y           '   \  / 

-1 —  / 

1/ 

7  / 

Page  2  [P:\ttx»cLtm2) 


Complaint  No.: 


DATE 

REMARKS 

TIME 

INITIAL 

A  7^--^ /<^/^ -6    l4-c^t^^  To  of^-t^i'y^ 

/  V 

/  / 

_  

/^/ikOK.     ILoc^U^     S>'f'^^^^  (  )l^~f  / 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
NOTICE  OF  AAB/FTB  HEARING 
June  18,  1996  Nature  of  Appeal: 

[x]      Director's  Order 
Appellant's  Name  &  Mailing  Address:  [  ]       Franchise  Tax  Board  Notices 

[]  Other  


Raymond  E.  Kassar  PROPERTY  ADDRESS  163-165  Chestnut  St. 

163  Chestnut  Street 

San  Francisco,  CA  94133  BLOCK    0060     LOT  009E  


APPEAL  NO.    6614    Source  Code  BWO 


INSPECTOR    Rafael  Torres-Gil 


Dear  Appellant: 


This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
March  21.  1996.  will  be  heard  by  the  Board  at  1 : 00  p.m.  on  July  3.  1996,  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff 
of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA 
94103  or  call  (415)  558-6454.  Please  bring  any  documents  and  information  that  may  support 
your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony 

Very  truly  yours, 

William  Wong,  Secretary 
Abatement  Appeals  Board  . 

Original  Notice  of  Hearing  is  sent  to  Appellant .  Ji^l/ 

cc:  Owner  of  Record,  Complaint,  and  Building  Occupants 

[p:tds\aab-hrg] 


(415)  558-6454 


1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


aeCORdCNG:  REOUcLSTEO  BY: 


WHEX  RECOROeiD  MAJl_TO: 

Oep'tr  of  Buildine:  Inspect 
c/s         Yoiing  S.  Kim 


1660  Mission  St. 
.  3rdFIocnr 


crrr.  sTArr  San  Francisco,  CA.94103 
ri;»  cocc 


Lon 


n     DrrnrHpf'5  OttlCe 

Gresors  Joseph  Uia-^7<9_00 


space:  AS ove: THIS  line  resehved  for  recorder's  use 


Order  of  Abatement 


/ 


City  &  County  of  San  Francisco 
vi)    1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


DEPARTMENT  OF  BUILDING  INSPECTION 


March     14, 1996 


ORDER  OF  ABATEMENT 


F944679 


Owner 

KASSAR  RAYMOND  E 
163  CHESTNUT  ST 
SAN  FRANCISCO  CA 
.  94133 


Property  Address:  165  CHESTNUT  ST, 
Block:  0060  Lot:  009E  Seq:  01 
Tract:  Case:  BWO 

Complaint:  34218 


inspector  Code  Enforcement  Division 


ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.6  ORDER  NO.  2009A 

HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  February  29, 1996 
jlN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.4.  THE  HEARING  WAS 
jCONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 

(BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING.  THE  DIRECTOR  FINDS  AND  DETERMINES 
AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE  DIRECTOR.  AND 
MORE  THAN  1 0  DAYS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF 
BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTE  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 


THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

APPEAL:   PURSUANT  TO  SECTION  105.2.3  OF  THE  SAN  FRANCISCO  BUILDING  CODE.  THIS  ORDER  MAY  BE 
APPEALED  TO  THE    ABATEMENT  APPEALS  BOARD.  " APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED  FRON 
!HE  ABATEMENT  ^APPEALS  C0MMISSI0N>AT  1660  MISSION  ST.,  6TH  FL.  SAN  FRANCISCO,  CA  94103.  Tel:  (558-^139) 
AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  COMMISSION  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING  AND 
SERVICE  OF  THIS  ORDER. 

RECOMMENDED, BY:  VERY  TRULY  YOURS. 


1 .  Initiate  stabilization  work  within  15  days.  2.  Complete  stabilization  work  within  60  days. 
3.  Remove  rock  fell  debris  in  coordination  with  the  DPW  within  30  days.  4.  Acquire  permit 
application  9518702. 5.  Acquire  final  inspection  approvals  of  permit  9518702  within  60  days. 


Phone  No.  (415)  558-6454 


FAX  No.  415-558-6474 


(I:\appIs\permits\reports\coaforTn3) 


III 


of  tL  dan  Francisco  Municipal  Codes  Regarding  i  afe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy 

THIRST  NOTICE 
[  EPARTMENT  OF  BUILDING  INSPECTION  □secOND  NOTICE 
iity  and  County  of  San  Francisco                                  r\Tu  c  d 
560  Mission  St.  •  San  Francisco,  CA  94103  UOTHbR:    


COMPLAINT  NUMBER 


.DDRESS 


DATE 


fCCUPANCY/USE 
(ONST.TYPE  ^  A/ 


/r 


t^c^c  //^^LOCK 
______  STORIES 


  LOT  

     Dbasement 

^jy^lf  checked,  this  information  is  based  upon  site  observation  only.  Further  research  may  indicate  that  legal  use  is  different.  If  so,  a  revised  Notice  of  Violation  will  be  issued 

IWNER/AGENT         A  V An  /-^  A  S,  I  vO    PHONE  #  

/       3       CHcST^^^t       S  ,^  CITY  ^' 


l  AILING  ADDRESS 
lERSON  CONTACTED  @  SITE 


c  (  3 


ZIP 


PHONE # 

VIOLATION  DESCRIPTION: 


CODE/ 
SECTION  # 


WORK  WITHOUT  PERMIT 


301(a) 


DADDITIONAL  WORK-PERMIT  REQUIRED 


303(h) 


OEXPIREDOR  DCANCELLED  PERMIT  PA# 


303(a) (d) 


.^UNSAFE  BUILDING 


□SEE  ATTACHMENTS 


I 


203(a) 


^    /      lAy  y      ~T  kl  /Z-  ij  //?        i  '7'  ■ 


^OA^      {A^  /      T  ^  ^'^  S  '7 


BC  - funding  Code      HC  -  Housing  Code      PC  -  Plumbing  Code    EC  -  Electrical  Code     MC-  Mechanical  Code 


CORRECTIVE  ACTION: 
□  STOP  ALL  WORK  SFBC  202(d)  


GfILE  building  permit  application  WITHIN 


DAYS  (□  WITH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Pemiit  Application. 


G  OBTAIN  PERMIT  WITHIN 


DAYS  AND  COMPLETE  ALL  WORK  WITHIN 


.DAYS,  INCLUDING  RNAL  INSPECTION  AND  SIGNOFF. 


□correct  violations  within 


DAYS. 


/^{•io  permit  required. 


GyOU  failed  to  comply  with  the  NOTICE(S)  DATED 


,  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS 


□  failure  to  comply  with  this  notice  will  cause  abatement  proceedings  to  begin,  see  reverse  side  for  additional  WARNINGS. 


~I7   ZTTTTTTT^  ~u 


u 


jiVESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation  ^^ith<n    t^V  ^^(x  j  ^  /'y/S 
A9x  Fee  (Work  w/o  Permit  after  9/1/60)                       A2x  Fee  (Work  Exceeding  Scope  of  Pemnit  or  work  w/o  permit  from  9/1/60  to  1/1/67) 
□other   nReinspection  Fee  $    DNo  penalty  (Work  w/o  permit  prior  to  9/1/60) 


PPROX.  DATE  OF  WORK  W/O  PERMIT 


VALUE  OF  WORK  PERFORMED  WITHOUT  PERMITS 


BY  ORDER  OF  THE  DIRECTOR,  DEPARTMENT  OF  BUH-DING  INSPECTION 

ONTACT  INSPECTOR       A /2.  Ul  RcAi^      f^O  '^-A^  i^Cz^    /OBuilding  Inspection  Division 

(Inspector  -  Print  3rd  Floor,  1 660  Mission  St. 

FFICE  HOURS ^  '-^   

HONE#  ^^2-J>(J>^ 


(Inspector —  Print  Name) 
.AM  -ANB  TO  'f--<^^  PM 


y:  (Inspector's  SignaturfeT^  //  / CXJ^>^.^-^^ 

c:  Ddcp  Deid  Dpid  Dbid  Dhis 


DISTRICT  # 


□  Housing  Inspection  Services 
6th  Fkx)r,  1660  Mission  St. 

□  Electrical  Inspection  Division 
3rd  Floor,  1660  Mission  SL 


□cPB  □dag  Dsffd  □dph 


□  Plumbing  Inspection  Division 
3rd  Floor,  1660  Mission  St. 

□  Code  Enforcement  Division 
6th  Floor,  1 660  Mission  St. 


558-609€ 
558-622C 
558-603( 
558-605^ 
558-645^ 


9003  05  (Rev.6«5) 


ll 


4 

i 


I  ADDRESS  [ 


OCCUPANCY/USE 
^CONST.  TYPE 


of  the  Jan  Francisco  Municipal  Codes  Regarding  c.^fe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy 

DEPARTMENT4dF  BUILDING JNSPECTION 


S  City  aiid  County  Of  San  Francisco 
"  1660  IWission  St.:*  SanTranciscb,  CA941P3 


ECOND  NOTIC 


L  6  T'  A  V    '^  c  t  -v  /  7  o 


COMPLAINT  NUMBER 

ATE 

BLOCK  LOTi^^^^ 

STORIES  ;        ^     '  -h  BASEMENT 

tSpCll  If  checked/this^information  is  based  upon  srte^bbseiyation  CMjIy^Further/esearch  may  indicate  that  legal  use  I^  different  If  so,  a  revised  Notice  of  Violation  will  bo  issued. 
%lbwNER;  /  AGENT  -  A?       •       Ay^J^s^M    J^Hf^A  S  1  /\  ^    ■  ^^^'^"^PiiONE#  >''^\^^'^-  If^^r 

^  Filing iv^  C^/Z^T-yy^^t^T^  ^         ^  -S>A>^:F/>«^  c  a <  ij' 

PERSQNCQNTACTED  @SITE       f  ^^V^^       -    PHONE  #  '    •        ^  - 


^miQlMTlON  DESCRIPTION: 


v^'CODE/.i;. 
SECTION  # 


^□WORK  WITHOUT  PERMIT.ll^^l«s»l^^^:^V 


301(a)]i: 


^ADDITIONALWORK-PERMIT^EQUIRED  i^?^^?^ 


303(h) 


□EXPIRED  OR  DCANCELLED  PERMIT  PA# 


303(a)  (d) 


□UNSAFE  BUILDING 


^;:tlliSil^iOSEE  ATTACHMENTS 


 mi   .   


 .    'y  „  


^T^Bg^Building  Code  .    HCgiHousing  Code  ^  ^;flC,fJ?Jumbing  Code    EC  -  Electrical  Code  .  MC:  Mechanical  Code  i,^j^J^^i^. 

:t :ico  ACTION :!i?-:lSSy  ' : ' 


□  STOP  ALL  WORK  SFBC  202(d) 


□rle  building  permit  appucation  within 


.  DAYS  (□  WITH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Permit  Application. 


□  obtain  permit  WITHIN 


DAYS  AND  COMPLETE  ALL  WORK  WITHIN 


.DAYS,  INCLUDING  RNAL  INSPECTION  AND  SIGNOFF. 


□  CORRECTVIOLATIONSWITHIN  ___  DAYS.  -  □  NO  PERMIT  REQUIRED.  

^YOU  FAILED  TO  COMPLY  WITH  THE  NOTICE(S)  DATED  /f^/ ^/*?  ,  THEREFORE  THIS  DEPT  HAS  INFTIATED  ABATEMENT  PROCEEDINGS^ 

ji^i^Q  FAILURE  TO  COMPLY  WTm  THIS  NOTICE  WILL'CAUSE  ABATEMENT  PF=tOCEEDINGSTO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNINGS. 


'  INVESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation 

A9x  Fee  (Workw/o  Permit  after  ?/1/66);^^|i' -  A2xf  ee  (Work  Exceeding  Scope  of  Pennit  or  work  w/o  penmit  from  9/1/60  to  1/1/67) 
;:--j<lQther-  -  A/^i^J^A  i  ^y^k^m^Sm-^^-^     ^  -   □geli^pection  Fee  $    -  -       --^-^^  FINo  penalty  (Work  w/o  pennit  priprto9/l/60) 


lAPPROX-  DATE.OIyWORK.W/0  PERMITi 

^^B^30RDEF#0K|  


Mi^^ftvALUE  OF  WORK  PERFORMED  WITHOUT,  PERMITS  ■^'-'A.^Utf<£- 


^CONTACT  INSPECTOR  t^rK^fCiA 


•;  (Inspector — Print  Name) 

Office  hours  (l^M  io  ^  -?  <?»^am^  and^  #I^o  '^^  - 


ERM^TMENT^OfplUILDINGiNSPEC^P 

vM^   ■A  '  ♦'ri'^V'. "  :'^^Building1nst^^  Division^>^ 
—   '^3rdRoor,-1660  Mission  St.  '^358^096, 


PM 


.  : PHONE #  . 


^  .|  By:  (Inspectof's Sgnature)  ^  ^  

,?Mcc:  □dcrIQeid 2^123 piD  nBiDMlHis^  DcED  ^□c^>bi|1I3dac  Dsffd  □dph 


Hl^^iDlSTRICT* 


□  housing  Inspection  Services  •  .  . 
•  -  6th  noor, '1650  Mission  St.  -  *^:'^'558:6220 

r~lElectricarinspection  Division 

-    -    -  558-6030 


IM  9003  OS  (Rev.  6/95)  5^^^--v> 


3rd  Floor,  1660  Mission  St. 

□  Plumbing  Inspection  Division 
3rd  Floor,  1660  Mission  ~  " 

□  Code  Enforcement  Division 
6th  Floor,  1 660  Mission  St.     ;  .-■558r6454 


Str'"'=^'558^6054 


COMPLAINT  NUMBER 


of  V.    Jan  Francisco  Municipal  Codes  Regarding  >afe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy 

 ^FIRST  NOTICE 

DEPARTMENT  OF  BUILDING  INSPECTION  □SECOND  NOTICE 

City  and  County  of  San  Francisco  ^  i— iz-kTuco  \  <       I  - 

1660  IWission  St. •  San  Francisco,  CA 94103     ^  X      nOTKER:  ^-7— \  ' 


OCCUPANCY / USE 
CONST.  TYPE   


a  ^ 


T 


LoT  ^  O  /  acock  GO 


V 


BLOCK 
STORIES 


^  /A 


LOT^^ 
□  basement 


If  checked,  this  information  is  basedupon  site  observatioryomy.  Further  research  may  indicate  that  legal  use  is  different.  If  so,  a  revised  Notice  of  Violation  will  t>e  issued 
QWNER.?^i^SiaSFF  KA/t^i^'yA     ^-  ^-^  ^  A  /Z.   PHONE  # 


MAILING  ADDRESS 


S/d't^  fv<»i^cvj  Co  2IP 


PERSON  CONTACTED  @  SITE 


CITY 

'^^^{q/c  <PH0NE  # 


VIOLATION  DESCRIPTION: 


CODE/ 
SECTION  # 


□WORK  WITHOUT  PERMIT 


301(a) 


3Q3(h](^3a: 


□ADDITIONAL  WORK-PERMIT  REQUIRED 


□  EXPIRED  OR  □CANCELLED  PERMIT  PA# 


303(a) (d) 


□  UNSAFE  BUILDING 


□  SEE  ATTACHMENTS 


^  ^  U  li  C    yi  *^  is  Ci  n  C  C     To    ftl  tf     ^  r  lo  e  I  0  l\/ 


(^9/ Building  Code      HO  -  Housing  Code      PC  -  Plumbing  Code    EC  -  Electrical  Code     MC-  Mechanical  Code 

CORRECTIVE  ACTION: 
□  STOP  ALL  WORK  SFBC  2q2(d)  

p'^LE  BUILDING  PERMIT  APPLICATION  WITHIN  /  CP      DAYSj{^WITH  PLANS)  A  Copy  of  This  Notice  t^ust  Accompany  the  Permit  Application. 

□obtain  permit  within  _ 


DAYS  AND  COMPLETE  ALL  WORK  WITHIN 


.DAYS,  INCLUDING  FINAL  INSPECTION  AND  SIGNOFF. 


□  correct  VIOLATIONS  WITHIN  DAYS. 


□no  permit  required. 


□  you  failed  to  comply  WITH  THE  NOTICE(S)  DATED 


,  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS. 


^FAILURE  TO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNINGS. 


 /  -  .  .  ,  /  /     T~r  ,  .  .  1 


-To 


c>  f  ^  ^  (. 


C  c 


<^  i^A  "ff  t-^  ^  y'  c?  C  e  <- t'^      (      iA^l  /  (      Co        1^        c  C 


INVESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation 

ASx  Fee  (Work  w/o  Permit  after  9/1/60)                       A2x  Fee  (Work  Exceeding  Scope  of  Permit  or  work  w/o  permit  from  9/1/60  to  1/1/67) 
;Krother  Arc!?  A^/<J  LTy^   □  Reinspection  Fee  $    □  No  penalty  (Work  w/o  pemiit  prio;  to  9/1/60) 

APPROX.  DATE  OF  WORK  W/O  PERMIT     ^  / A  VALUE  OF  WORK  PERFORMED  WITHOUT  PERMITS 


Ay 


rioc  to 


BY  ORDER  OF  THE  DIRECTOR,  DEPARTMENT  OF  BlULDING  INSPECTION 

CONTACT  INSPECTOR  H^Vi^\f^    K^IZ      fo*^    To  ^  >^   ^iVCS  /QBuilding  Inspection  Division 

(Inspector  -  Print  Name)  1 660  Mission  St. 

OFFICE  HOURS  ^  '-'^O    TO  AM  AND  ~l  '0<^    TO  '^'^O 


 PM 

PHONE  #    ^  ^^jSy^  •?  >  -  i,'     A  >-c 

BY.(\nsf)ecX(x-&S\g!\a\)^fyyC^^  /^'■g.  DISTRICT* 


cc:  □dcp  □bid  □pid  □bid  □his  □ced  □cpb  □dac  □sffd  □dph 


□  housing  Inspection  Sen/ices 
6th  Floor,  1 660  Mission  St.  558-6220 

□  Electrical  Inspection  Division 
3rd  Floor,  1660  Mission  St.  558-6030 

□  Plumbing  Inspection  Division 

3rc!  Floor,  1660  Mission  St.  558-6054 

□  Code  Enforcement  Division 

6th  Floor,  1 660  Mission  St.  558-6454 


M  9003  05  (Rev.  6/95) 


.     -^  ^-;?!^^^^^iffiY^crrYAND  cou^rrY  . 


DUUmO  OF  BUILDING  INSPECTION 


to  C ORRECTION  NO TLQElfe^iCrhiJ^ 


4^ 


(7 rs?s:L{f 


Contact 
Pm 

FB 


t -..?t-       y^^p-  ^-;7-9. 


XT 


5 


'•'■■■■.'/<-y.-' 


1 


G  f  J  cl 


-^w^^^^cnr AND'courm' OFS^  francisco   . , 


OF  BUILDING  INSPECTTGN 


o  R  R  JE  c  T  ro  N    o  nr  I  c  E  5^  as  r^^^^ 

:  Location  ^    /  ^  (^g  gT>s/ 


771  fl< 


Jontact  Inspector  "f^y^^^V  j^^V  CXlI^Pl'f  >        >  , 


Contact 
FUa 

FB502 
B.Bi  Copy 


■-y.  ^  .....  yd'Li^s^y 


^  C 


09  -  APPLICATION  PLAN  CHECK  HISTORY  QUERY"  05/24/96  08:4 

.PPL#:    9518702         REV# :  FORM:   3  FILED:    11/06/95  DISPOSITION: 

ADDRl:      163     CHESTNUT  ST  UNIT:    0000  SER/PAR:  S 

DESC  CODE: 

CLIFF  FACE  STABILIZE  CONSIST  OF  DRAINAGE , WATER  CONTRL, DEBRIS 
NOTIFY:    SOIL  ENGINEERING  CONSTRUCTION     PHONE:     (        )252-7645  WC  EXP:  NO 
EST  COST:  125,000     REV  COST:  CITY-INSTIG: 

REVISION  DATA:      LAST  REV# :  DATE  RECEIVED:  REQUESTED  BY: 


j 

• 

SENT  BY 

COMMENTS : 

SUB/ 

PLAN  LOG 

LOG            START              IN  OUT 

LOG 

COMM 

iTATION 

INIT 

SET#  TO 

IN              WORK            HOLD  HOLD 

OUT 

CODE 

«NT-PC 

MCH 

2 

11/06/95 

11/07/95  11/14/95 

11/14/95 

ICJR-ENG 

TT 

2 

11/14/95 

11/16/95  11/28/95 

11/28/95 

COMMENT : 

NO  ASW  WORK  UNDER  THIS  -PERMIT. 

<PB 

2 

11/28/95 

11/28/95  11/28/95 

02/09/96 

COMMENT: 

TAKEN  UP  TO  W.WONG  (2-07-96) 

DMIN 

2 

02/09/96 

02/14/96  02/14/96 

02/14/96 

AA 

COMMENT: 

LOG  OUT/NO  WORK  DONE; 

KD-INSP 

15 

2 

02/14/96 

I 

pirr220  -  Novell,  Inc. 


bbi-pts 


(1)  Rep  08:59 


N 


-  _  I6o0  Mission  SJe* 
San  rrandsca.  CA  94 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 

OF  THE -OTY  AND  COUNTY  OF  SAN  FRANaSCO  y,^^^ 

^^^^  T  ■  »\        .. — 

DIRECrOR'S  ORDER 

I  E.  Kassar   .  Appeal  Ntimber .  <^^'4- 

.ppeilant 

The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1'of  the  B;iilding  Code.  Part  IL  Chapter  L  of  the  San  Francisco  Municipal  Code,  and  makes 
the  fbflowing  allegations  in  connection  d\erewith: 

(1)  Ihe  order  appealed  frxsm  was  made  at  a  public  hearing  bv  tiie  Director  of  Public  Works, . 
of  the  Gty  iid  County  of  San  Frandsco,  on  February  ^2 9  ,  1996  .  

Vacant  lot  known  as  Lot  9E  adjacent  to 

(2)  The  affected  premises  are  located  at  163  Chestnut  St.    (aka  165  Chestnut  St.). 
San  Frandsco.  They  contain     N/A  dwelling  units  and  N/A     rooming  units. 

(3)  State  in  ordinary  and  condSe  language  tiie  specific  nature  of  the  action  appealed  from^ 
together  with  any  material  facts  relating  hereto. 

PLEASE  SEE  ATTACHMENT.    '      


(4)  Slate  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 

PT.EASE  SEE  ATTACHMENT.  


(Attach  additional  sheet(s>  if  necessary.) 

(5)  Ihe  undersigned  is  the  owner/ agent  (state  which)  of  the  premises  described  in 
Paragraph'  (2)  above     Owner  . 

(6)  The  otSdal  address  of  the  undersigned  is: 

 163  Chestnut  Street 


San  Francisco.  CA  94133 


TeL  No-  (A15)  433-8009 


'  Date  Hied  Signattf^  (Print  Name  Below) 

Raymond  E.  Kassar 

Hie  Abatement  Appeals  Board  (AAB). 

^fif^^^  Mt«j«oT,  <z.wo^  f;fh  PToor,  San  Frarids<:o.  CA  94103.  TeL  ("415)  SS8-6454 


Attachment  to  Appeal  to  the  Abatement  Appeals  Board 
of  the  City  and  County  of  San  Francisco 
Appeal  No.  2009A  -  Raymond  E.  Kassar 


Attachment  to  Paragraph  3: 

Nature  or  use  of  the  property:  Unimproved  natural  hillside  which  has  existed 
in  its  current  condition  for  more  than  75  years.  <s-There  are  no 
improvements  constructed  on  Lot  9E.  The  owner's  residence  is  located 
at  1 63  Chestnut  Street  on  the  adjoining  lot  known  as  Lot  9D.  Lot  9D  is 
improved  with  a  single  family  residence. 

Specific  nature  of  the  action  appealed  from;  arguments  in  support: 
Appellant  contests  the  finding  that  his  property  constitutes  a  public 
nuisance  or  that  it  violates  the  San  Frandsco  Building  Code.  Appellant 
further  contest  a  finding  that  stabilization  is  necessary.  There  is  no 
structure  which  constitutes  a  public  nuisance  under  the  terms  of  the 
building  code  of  the  City  and  County  of  San  Francisco.  The  property  in 
question  is  unimproved  and  in  its  natural  condition.  The  City  complains 
that  the  rock  slide  suffered  by  the  property  in  March  1 995  constitutes  a 
public  nuisance.  Appellant's  position  is  that  he  has  no  liability  or 
responsibility  to  connect  natural  conditions,  that  said  natural  conditions 
have  existed  since  the  tum  of  the  century  and  do  not  threaten  any 
structures  of  other  improvements  located  on  Appellant's  property.  Any 
nuisance  which  exists  on  account  of  said  rockfall  results  only  because 
the  City  and  County  of  San  Francisco  have  allowed  the  improvement  of 
its  adjoining  Winthrop  Street  right  of  way  and  the  property  immediately 
adjacent  thereto  to  be  improved  with  a  multi-unit  residential  ondominium 
development  without  requiring  an  adequate  rock  screen  barrier  to 
protect  the  newly  improved  property  from  naturally  occurring  rock  slides. 

In  addition,  Appellant  contends  that  no  stabilization  work  is  necessary  in 
addition  to  the  erection  of  an  adequate  passive  rock  screen  barrier  along 
the  edge  of  the  improvements  now  located  on  the  Winthrop  Street  right 
of  way,  and  that  the  cost  of  such  barrier  should  be  home  by  the  City  and 
County  of  San  Francisco,  or  the  developers  of  the  adjoining 
condominium  property. 


1107.000/45061.1 


Attachment  to  Paragraph  4: 

Appellant  agrees  his  lower  patio  has  been  undermined  and  is  in  the 
process  of  repairing  his  lower  patio.  Finally,  Appellant  asserts  that  the 
rock  slide  conditions  that  exist  on  his  property  are  no  different  than  those 
that  exist  on  adjoining  properties,  including  the  Cit/s  unimproved 
Chestnut  Street  right  of  way  which  the  City  has  refused  to  stabilize,  as 
well.  There  is  no  greater  danger,  hence  public  nuisance,  existing  on 
Appellant's  property  than  the  adjoining  City  right  of  way  which  the  City 
states  does  not  warrant  any  corrective  action>s..  -  - 


1107.000/45061.1 


ABATEMENT  APPEALS  ABOARD 


Summary  Sheet 


Address:          91- 25th  AVENUE 

Violation: 

Constructed  rear  deck  without  permit.  NOV 
issued  10/26/94. 

Life  Hazards: 

None 

Basis  of  Appeal: 
Action  Requested: 

A  variance  to  allow  the  rear  deck  to  be 
legalized  has  been  approved  but  is  being 
appealed  to  the  Board  of  Permit  Appeals  on 
07/10/96.  A  permit  has  been  filed  to  comply 
with  the  Notice  of  Violation. 

Set  aside  Order  of  Abatement  because  it  was 
"premature". 

Staff 

Recommendation: 

Deny  appeal  to  set  aside  Order  of  Abatement, 
but  give  60  days  to  complete  work  and  obtain 
final  sign  off  once  permit  is  issued. 

(P:\summsht.aab) 


DOCUMENTS  r> 

JUL  01  1995 

SAN  FRAiVC;^  - 
PUBLIC  LiBflAn 


mS  CASE  HISTORY  AND  ACTION 


ADDRESS  -   l,^fL  Av^KjC^. 

Bldg.Type       ^  Occupancy 


Legal  Stories. 
Present  Stories  3 

Initial  Inspection  Date  

PERMIT  TRACKING: 

Building  PA#  

Electrical   


Floors  2. 
Floors 


3  Inspector 
Units     /       Guest  Ri 
Units  ^ 


RI^OCK    /30^    LOT  ^C^^ 


oJms  (T)  (ft). 


Other 


_Guest  Rooms  (T)  (R)  Other  

/O  -7^  Type  Inspector  ^^"^^ 


_FILED/ISSUED/EXPIRED  Date. 
.Plumbing  


LIFE  HAZARDS: 

Item:   Plumbing/Electrical 

 Stairs  need  rebuilding/structural  weakness 

 Other  


Fireproofing/S  prinkler?/ Alarm 
Egress 


OTHER  VIOLATIONS:  Maintenance 


Illegal  Floors/Ui^ts. 


Reinspection  prior  to  Director's  Hearing 
Inspector's  Recommendation  to  Director. 


(Date):. 


Posting  Date 


Continue  case  for  30  Days:  

Refer  to  FTB  -  Yes  No . 

Director's  Hearing  Date  


Issue  O  of  A: 


Time: 


7  '  7 


.  Decision       c^j/  a:^-* 


CASE  HISTORY 


DATE 


REMARKS 


INSP 


TIME 


t 


Yfo  h)^> 


J2i 


 ^   


r2_ 


10. 


11. 


12. 


,\HISCASEJU1 


HIS  CASE  HLSTORY  AND  ACTION 


ADDRESS   9/    -  2^V^  AvfLuXJue. 


BIdg.Type  5L 

Legal  Stories. 
Present  Stories 


_Occupancy_ 
Floors  2 


Inspector 
Units       /     Guest  Roo 


 BLOCK^ 


wis  (T)  (rC 


LOT  ^^c^ 


Floors    2-  Units 


Initial  Inspection  Date  /^-2^-?4' 
PERMIT  TRACKING: 

Building  PA#   

Electrical,  

LIFE  HAZARDS: 


I. 


_Othcr_ 
Other 


Guest  Rooms  (T)  (R) 
Type  DCiP    Inspector     hOoij-  ^-^^ 

_FILED/iS§©ED/Ei^5SE©  Date 

.Plumbing  


Item: 


Plumbing/Electrical 

Stairs  need  rebuilding/structural  weakness 
Other  


Rreproofing/Sprinkler?/ Alarm 
Egress 


OTHER  VIOLATIONS:  Maintenance 


lUegal  aggl^mt^  /V^  c:^e^Jc  . 


Reinspection  prior  to  Director's  Hearing  (Date):     fj^tjfCf    Postiiig  Date 


Inspector's  Recommendation  to  Director  7)^ h  C<'ft^  f^f/trmuM^  ^loxttu^^.  ^tLtUii^^  1$.  Sii  ( I 
"  itinue  cas€ .  „ 


Continue  case  for  30  Days 

Refer  to  FTB  -  Yes  No 

Director's  Hearing  Date  


Issue  O  of  A: 


Decision 


CASE  HISTORY 


NO.  DATE 


REMARKS 


INSP 


TIME 


1  I. 

ij  vyT- — 

Ma/  r\ 

2. 

'/ ' ' — 

3. 

^/?^/^^ 

IS 

4. 

/s- 

5. 

It 

6. 

8. 

9. 

Bo 

10. 

Jn^  . 

11. 

4-r 

IX 

PrefAJ^     SckeJuAd  Dir.  ^^^^^ 

1  May  1996 
91  25^  Avenue 

REAR  DECK  PROJECT  CHRONOLOGY 

1.  10-26-9'!  HouGing  inspection  division  first  Notice  of  Violation. 

2.  12-08-94  Buiidino  permit  to  legalize  deck  application  filed  #9420184 

3.  12-20-94  Variance  application  filed. 

4.  01-05-95  Site  meeting  with  Planning  Department  staff.  . 

5.  01-25-95  Variance  hearing  before  Robert  Passmore.  Zoning  Administrator 

6.  02-95  to  09-95      Variance  continuance  while  neighbortood  issues  resolved  involving  deck 

and  222  El  Camino  Del  Mar. 

7.  09-29-95  Meeting  with  lou  Blazej.  Planning  Director  regarding  neighborhood 

issues. 

8.  10-05-95  Follow-up  meeting  with  Lou  Blazej,  Planning  Director. 

9.  10-12-95  Planning  Commission  meeting  regarding  222  El  Camino  Del  Mar 

Discretionary  review. 

10.  12-15-95  Planning  Department  agrees  verbally  to  grant  variance  for  deck. 

11.  02-01-96  Per  Planning  Department  revised  deck  plan  submitted  for  review. 

12.  03-07-96  Revised  deck  drawings  submitted  for  variance. 

13.  03-07-96  Directors- Hearing  Department  of  Building  Inspection. 

14.  04-09-96  Variance  for  deck  granted. 

15.  04-19-96  Variance  approval  appealed  to  Board  of  Permit  Appeals. 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 
June  18,  1996  Nature  of  Appeal: 

[x]       Director's  Order 
Appellant's  Name  &  Mailing  Address:  [  ]       Franchise  Tax  Board  Notices 

[  ]  Other  


William  N.  McGrane  PROPERTY  ADDRESS  91  25th  Avenue 

91  25th  Avenue 

SanFrancisco,CA  94121  BLOCK     1304     LOT  005 


APPEAL  NO.    6615    Source  Code  DCO 


INSPECTOR    May-Ling  Pea 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
Mav  2.  1996.  will  be  heard  by  the  Board  at  1 :00  p.m.  on  July  3.  1996.  Wednesday,  in  Room  428, 
War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals 
Board  staff  of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor, 
San  Francisco,  CA  94103  or  call  (415)  558-6454.  Please  bring  any  documents  and  information 
that  may  support  your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony 

Very  truly  yours, 

William  Wong,  Secretary 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  James  G.  Stavoy,  Owner  of  Record,  Complainant,  and  Building  Occupants 
[p:tds\aab-hrg] 

(415)558-6454  1660  Mission  Street,  6th  Floor,  San  Francisco,  C A  94103 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


April 


22,  1996 


MCGRANE  WILLIAM  N 

91  25TH  AV 

SAN  FRANCISCO  CA 


Owner 


Property  Address:  91 
Block:  1304  Lot: 
Tract:  Case: 
Complaint:  34529 


25TH  AV, 

005 

DCO 


Seq:  01 


94121 


Inspector:  Dea 

ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDrNG  CODE  SECTION  102-102. 18.5  ORDER  NO.  2281-A 


HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION  AGAINST 
THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  March    07,  1996      IN  ACCORDANCE 
WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS  CONDUCTED  BY  A 
REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 


BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND 
DETERMINES  AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  DIRECTOR,  AND  MORE 
THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  TIIAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF 
BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THAT  WITHIN  30     DAYS  OF  THE  DATE  OF  THIS  ORDER,  THE  OWNER  OR  HIS 
REPRESENTATIVE  SHALL  HAVE  ISSUED  TO  HIM  A  PERMIT  TO  COMPLETE  THE  WORK  NECESSARY  TO  BRING 
SAID  BUILDING  INTO  CONFORMANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  AND  REIMBURSE  THE 
DEPARTMENT  OF  BUILDING  INSPECTION  FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND 
FUTURE  NOTICES.  THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:  PURSUANT  TO  SECTION  102.9  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY  BE 
APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94 103,  (558- 
6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 
AND  SERVICE  OF  THIS  ORDER- 
RECOMMENDED  BY:  VERY  TRULY  YOURS, 


'^'^Lesley  Stansfield 

Chief  of  Housing  Inspection  Services 

Phone  No.  (415)  558-6220      FAX  No.  (415)  558-6249 

(I:\appls\permit\reports\ooaform2) 


FRANK  Y.  CHIU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


(lity.and  County  of  San  Francisco 


M  First 
□  Second 


Bureau  of  Building  Inspection 
1660  Mission  Street 
San  Francisco,  CA.  94103 


NOTICE  OF  VIOLATION 


DATE: 


□  ANNUAL  NOTICE 


COMPLAINT  NOTICE 


I     I  OTHER 


TO  THE  PROPERTY  OWNER(S),  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING  ANY  INTEREST  IN  THE  ABOVE 
DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO: 

PLEASE  TAKE  NOTICE  that  the  described  premises  were  inspected  by  inspector(s)  of  the  Bureau  of  Building  Inspection  of  the  Department  of 
Public  Worics.  As  a  result  of  the  inspection,  violations  were  found  to  exist  and  were  listed  in  the  notice  of  violation  mailed  to  the  owner<s). 

ACCORDINGLY,  the  owner(s)  of  the  above  described  property  are  required,  within  the  time  limit  set  forth  in  the  notice<s),  to  maJce  application 
(if  required)  for  the  necessary  permits,  to  correct  the  conditions  in  the  premises  and  to  obtain  permits  and  proceed  to  correct  the  conditions 
diligently  and  expeditiously,  and  to  complete  the  work  within  the  specified  time  in  the  attached  NOTICE(S). 


Sections  17274  and  24436.5  of  the  Revenue  and  Taxation  Code  provide,  interalia,  that  a  taxpayer  who  derives  rental  income  from  housing 
determined  by  the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state  or  local  codes  dealing  with  housing,  building,  health 
and/or  safety,  cannot  deduct  from  state  personal  income  tax  and  bank  and  corporate  income  tax,  deductions  for  interest,  depreciation  of  taxes 
attributable  to  such  substandard  structure  where  the  substandard  conditions  are  not  corrected  within  six  (6)  months  after  notice  of  violation  by  the 
regulatory  agency. 

I  Section  203(a)  of  the  Building  Code  provides  that  structures  maintained  in  violation  of  the  Municipal  Code  are  public  nuisances  and  as  such  are 
subject  to  abatement  and  condemnation. 

Section  204(a)  of  the  Housing  Code  provides  that  any  person,  the  owner(s)  or  his  authorized  agent  who  violates,  disobeys,  omits,  neglects,  or 
refuses  to  comply  with  the  Housing  Code,  or  any  order  of  the  Sujjerintendent  or  the  Director  of  Public  Works,  made  pursuant  to  this  Code,  shall 
i  be  guilty  of  a  misdemeanor. 

jAny  permit  application  (if  required)  by  the  attached  notice(s),  must  be  applied  for  within  the  time  limit  set  forth  in  the  notice(s).  When  the 
jowner(s)  or  his  agent  has  not  applied  to  the  Central  Permit  Bureau  of  the  City  and  County  of  San  Francisco  for  any  and  all  permits  required  by 
I  law  to  perform  all  work  necessary  to  cause  said  premises,  and  all  parts  thereof,  to  conform  to  law,  or  applied  to  said  Central  Permit  Bureau  for  a 
permit  to  demolish  the  structure  at  said  premises,  and  taken  all  action  necessary  to  procure  the  issuance  of  said  permit(s)  without  delay,  including 
the  filing  of  plans,  drawings,  and  specifications  required  therefor,  and  thereafter  if  work  is  not  being  prosecuted  diligendy  and  expeditiously  and 
continuously  toward  completion,  this  case  will  be  referred  to  the  Director  for  abatement  proceedings  or  such  other  action  as  may  be  provided  by 
law. 

If  work  of  corrections  is  not  completed  or  being  diligently  and  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date, 
notification  will  be  sent  to  the  Franchise  Tax  Board  as  provided  in  Section  17274(c)  of  the  Revenue  and  Taxation  Code. 

COST  OF  ENFORCEMENT  WILL  BE  BORNE  BY  THE  OWNER.  Section  203(b)3  of  the  San  Francisco  Building  Code  provides  for 
assessment  of  the  Bureau  of  Building  Inspection's  costs,  including  preparation,  inspections,  appearances  at  hearings  and  all  attendant  costs  of  this 
action  if  compliance  with  this  notice  is  not  effected  in  a  timely  manner. 

The  Housing  Inspector  will  answer  questions  you  may  have  regarding  the  NOTICE(S)  on  any  weekday  between  8:00  and  9:00  a.m.  or  between 
4:00  and  5:()0  p.m.  You  may  call  the  inspector  at  558-6220  or  see  the  inspector  in  person  at  1660  Mission  St.,  6th  floor,  during  the  same  hours. 

Pennit  applications  (if  required)  are  to  be  filed  at  the  Central  Permit  Bureau,  1660  Mission  Street,  6th  floor.  A  post  card  will  be  mailed  to  you  by 
the  Central  Permit  Bureau  when  the  building  permit  is  ready  to  be  picked  up. 

Upon  completion  of  all  required  work,  you  must  contact  the  inspector  for  a  final  inspection,  unless  otherwise  specified. 


Warning 


Superintendent 

Bureau  of  Building  Inspection 


OFFICE  HOURS:  8  TO  9  AM  :  4  TO  5  PM 


nov93 


Revised  6/94 


HID-90-A 


9003-H-05-A 


^ity  and  County  of  San  Francisco 

NOTICE  OF  VIOLATION 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncomplylng  Structure  or  Land  or  Occupancy  Thereof 


FIRST  NOTICE 


JECOND  NOTICE 
^THER  


NOTICE  DATE  Od~(plyer  J?<^7f  ^ 


j  (CIRCLE  ONE) 

ADDRESS  -     JlSi^  Uj^ 


BC-Buitdng  Code 
HC-Housing  Code 
EC-ElectricaJ  Code 


PC-Plumbing  Code 
MC-MechanicaJ  Code 


EOLATION  DESCRIPTION: 

CODE/SECT10N» 

o^yf,  yiA^  ifo^^  '/3£W^          /l^^u^of  ^  rj^^^^  Lu  B.^.r 

1HE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 

^tc  cue.  re^uurM  .  /^jHtJ^  BoA^^    fi  -frf-e 


a 


□  STOP  ALL  WORK 


IIVESTIGATION  FEE  OR 
CrHER  FEE  WILL  APPLY 


IPROX.0ATEOF 
(l3RK  W/O  PERMrr 


9x  Fee  (Work  w/o  Permit  after  9/1/60) 
/\.  Reinspection  Fee 
□  Ottier  


/\  2x  Fee  (work  Exceedirtg  Scope  of  Permrt  qt 

work  w/o  permit  from  9/1/60  to  1/1/67) 
I    I  No  Penalty  (Work  w/o  permit  prkx  to  9/1/60) 


^[suant  to  SFBC 304(e)  and  3323  investigation  fees  are  charged  for  work  begun  without  perrruts  or  for  woric  exceeding  the  scope  of  p>€rmits.  Such  fees  may 
><appealed  to  the  Board  of  Permits  Appeals  within  15  days  of  permit  action  .  Room  154-A,  Gty  Hall^  554-6720.  

l»  ARNING!  Failure  to  take  immediate  action  as  required  to  correct  the  above  violations  will  result  in  abatement  proceedings  by  the  Department  of 
'alic  Works.  If  an  Order  of  Abatement  is  recorded  against  this  property  the  owner  will  be  billed  or  the  property  will  be  liened  for  aU  costs  incurred  in  the 
ale  enforcement  process  from  the  posting  of  the  first  Tslotice  of  Violation"  until  all  costs  are  paid.  SFBC  /03(b)  &  332,3  

I' ARNING!  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  l>e  substandard  cannot  dedua  from 
KJe  personal  inooine  tax  and  bank  and  corporate  income  tax  interest,  depredation  or  taxes  attributable  to  such  substandard  structiare.  Lf  correction  work  is 
I  completed  or  being  diligently,  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
'nchise  Tax  Board  as  provided  in  Section  17264(c)  of  the  Revenue  and  Taxation  Code. 


=R  FURTHER  INFORMATION 


CONTACT  INSPECTOR   /^O^  - 

(tO^pectOf  —  Pr 


Print  Name) 


Dot  Y.  Yee,  P.E. 
Acting  Superintendent 
Bureau  of  Building  Inspection 


By; 


Ins 


or  Sigi>ature 


at  □ 

Building  Inspection  Division 
3rd  Fkx)r,  1660  Mission  St. 

Housing  Inspection  Division 
6th  Floor,  1660  Mission  St. 

558-6096 
558-6220 

□ 

Electrical  Inspection  Division 
Srd  Floor,  1660  Mission  St. 

558-6030 

□ 

Plumbing  Inspection  Division 
3rd  Floor,  1660  Mission  St. 

558-6054 

□ 

Code  Enforcement  Diviskjn 
6th  Floor.  1660  Mission  St. 

558-6454 

APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Abaiemeni  Aopeais  ; 
,  1650  Mission  SSi 
San  rrajTosc).  CA  S 
i^.  558-645- 


Appellant 


Appeal  Number 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1' of  the  Building  Code,  Part  U,  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewitlu 

(1)  Hie  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  aty  and  County  of  San  Frandsco,  on    yv\<^l^c-H  9  ,  H^<^   . 

(2)  The  affected  premises  are  located  at  AOEmQE-  ^ 

San  Francisco.  They  contain  \  dwelling  units  and     ^       rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board- 

Leo>At-iZ.«M.C4      TH-g.    &^of^  D£oi^    TH^T  1^  -r-MG.   ^o&>  \gc;T"  op-r^vi^ 
(Attadi  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above  Acgg»-*r  

(6)  The  official  address  of  the  undersigned  is: 


TeLNo.    416" -^63 -^Cp^^C^ 


Date  Filed 


FiLe  Abatement  Appeals  Board  (AAB5. 


Signa 


(Print  Name  Below) 


I 


j' 


ABATEMENT  APPEALS  ABOARD 

Summary  Sheet 


CASE  #6616 


Address: 

1403^1407  GOLDEN  GATE  AVENUE 

Violation: 

Roar  Hor^k  pnnctri  ir*tinn  \A/ithni  it  nt^rmit 

riCCtl  UcUix  LiUl  lOLI  UUIIUI  1  will  lUUl  |JOi  1 1  ML. 

Life  Hazards: 

None 

Basis  of  Appeal: 
Action  Requested: 

Large  and  costly  project.  The  deck  and  rear 
stairs  are  three  stories  high. 

More  time  to  comply  with  Order  No.  2348-A 

Staff 

Recommendation: 

Grant  more  time  to  comply  with  Permit 
Application  #9608168,  filed  May  10,  1996  and 
is  in  City  Planning  for  review. 

{P:\summsht.aab)  '  DOCUMENTS  DEP*^ 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


( 


I  '        Case  History  and  Action  / 

Address:     /  ^/"l"^    ^0/^<g/J  ,4^^^     Block/Lot:  oTl^/'^     ^IiS^\.o^.Y  //^^^^f^ 

DateRef:   Outstanding  Items:  

rut(s)Req'd  (circle)    BLDG  ELEC   PLUMB        BLDGPA#   Date  Filed  Date  Issued  


JPATE 

ACTION 

REMARKS 

WSP. 
CLERK 

•nut 

IN 

MMUTCS 

H  

p -■?(,■ 

'  PA  s^so^^^9  (/^)  f'/r-^'.  yJu 

1 

1 

ft  Up  /  30             .A  /^c  /-.^^Z-^' 

h^^/       ^  :  

-I  

i 

/ 

/'        ■             ^  , 

A  

J  



1 

 :  

i 

\  





- 





1010       Revised  9/1/90 


HIS  CASE  HISTORY  AND  ACTION 


DDRESS 


tilg.Typc — 

-jal  Stories  ^ 


I    ^03>       <^AOL^&J  ^.^<^   BLOCK  ^ 


I5cnt  Stories  

jdal  Inspection  Date. 
RjygT  TRACKING: 

ading  PA#  

Metrical   — 


Occupancy    X?  ^     Inspector  /Y^j^^^^^^/^ 

Floors  5    ^  Ui^is    ^      Guesf  Rooms  (T)  (R).  Other 


^       Floors  Units  ^ 


.Guest  Rooms  (T)  (R). 


Other 


Type    {7<r-^  Inspector  ^     r /rcy<ho<-^  


FTT  Fn/TSST  nRD/FyPTR  FD  Date. 


FE  HAZARDS: 

eo:   Plumbing/Electrical 


.Plumbing. 


Stairs  need  rebuilding/ctructural  weakness 


,  Fireproofing/Sprinklcrs/ Alarm 


Other 


Egress 


1HER  VIOLATIONS:  Maintenance 


.  Illegal  FloorsAJnits. 


saspection  prior  to  Director's  Hearing 
i)ector's  Recornmendation  to  Directon 


(Date):    ^--^^  C^  Posting  Date 


30  Days:  ^     Issne  6  of  A:  Tim< 


Jdnue  case  for  30  Davs: 


Sir  to  FTB  -  Yes 


iictor's  Hearing  ^ate  (fTS^^^^^ 


No 


Decision 


DATE 


REMARKS 


INSP 


TIME 


3: 


7 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 


June  18,  1996 


Nature  of  Appeal: 


[X] 


Director's  Order 


Appellant's  Name  &  Mailing  Address: 


[] 


Franchise  Tax  Board  Notices 


[] 


Other 


James  G.  Tom 

1914  14th  Avenue 

San  Francisco,  CA  941 16 


PROPERTY  ADDRESS  1403-07  Golden  Gate  Ave. 


BLOCK  0775 


LOT  025 


APPEAL  NO.    6616    Source  Code  DCO 


INSPECTOR    Yasu  Morikawa 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
May  21,  1996,  will  be  heard  by  the  Board  at  1 :00  p.m.  on  July  3,  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Roor,  San  Francisco,  CA  94103 
or  call  (415)  558-6466.  Please  bring  any  documents  and  information  that  may  support  your 
appeal  such  as  contracts,  permits,  etc. 

You  are  entitled  to  appear  personally.  Failure  to  be  represented  will  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  your 
witnesses  to  provide  testimony. 


Very  truly  yours, 


Original  Notice  of  Hearing  is  sent  to  Appellant . 


cc:  Owner  of  Record,  Complainant,  and  Building  Occupants 


[p:tds\aab-hrg] 


(415)  558-6454 


1660  Mission  Street,  3rd  Roor,  San  Francisco,  CA  94103 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


DEPARTMENT  OF  BUILDING  INSPECTION 


May 


13,  1996 


j  Owner 

I  TOM  JAMES  G 

1 1914  14TH  AV 

I  SAN  FRANCISCO  CA 


Property  Address:  1403  1407  GOLDEN  GATE 
AV,  0000 

Block:  0775  Lot:  025         Seq:  01 

Tract:  158  Case:  DOG 

Complaint:  34713 


94116 


Inspector:  Morikawa 

i)RDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102-12. 18.5  ORDER  NO  2384-A 


!lEARING  OF  THE  COMPLAINTOF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION  AGAINST  THE 
•ROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  May      02, 1996        IN  ACCORDANCE  WITH  THE  SAN 
RANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS  CONDUCTED  BY  A  REPRESENTATIVE  OF  THE 
)IRECTOR.  THE  OWNER  WAS  REPRESENTED. 

lASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 
lS  FOLLOWS: 

I.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  DIRECTOR,  AND  MORE 

THAN  48  HOURS  PRIOR  TO  THE  HEARING. 
!.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT 

OF  BUILDING  INSPECTION.  ^ 
!.  THAT  THE  CONDITiONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDERT^  TERMS  OF 

THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO, 

,jHE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

10    DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 
30     DAYS  TO  MEET  PLAN  REVIEW  PROCESS. 

30    DAYS  THEREAFTER,  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 
HE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

•ElE  DEPARTTvlENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
IDR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

JPPEAL:  PURSUANT  TO  SECTION  102.9  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 
IE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
llOM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94103.  (558-6454), 
.ND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING  AND  SERVICE 
(F  THIS  ORDER. 

JECOMMENDED  BY:  VERY  TRULY  YOURS, 


FRANK  Y.  CHIU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


Clief  of  Housing  Inspection  Services 


lioneNo.  (415)  558-6220 


FAX  No.  415-558-6249  (I:\appls\perniils\reporis\ooarorml) 


NOTICE  OF  VIOLATION 


JAMES  G 
^  14TH  AV 
I  FRANCISCO  CA 


94116 


ANNUAL  NOTICE 


Xcoi 


COMPLAINT  NOTICE 


DATE:  January  20.  1995 
PROPERTY  ADDRESS:  1403  GOLDEN  GATE  AY 
ASSES^'S  BLOCK:  0775    LOT:  025 
COMPLAINT  NUMBER:  Hg403S00 
HOUSING  INSPECTOR:  YASU  MORIKAWA 
558-6192 

OTHER 


E  PROPERTY  0«rNER(S).  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING  ANY  INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN 
IIITY  AND  COUNTY  OF  SAN  FRANCISCO: 

[[C  TAKE  NOTICE  that  the  described  prealses  were  Inspected  by  Inspector(s)  of  the  Bureau  of  Building  Inspection  of  the 
taent  of  Public  Works.    As  a  result  of  the  Inspection,  violations  were  found  to  exist  and  were  listed  In  the  notice  of 
tlon  Mailed  to  the  owner(s). 


nOINQLY.  the  pwner(s)  of  the  above  described  property  are  required,  within  the  tiae  Halt  set  forth  In  the  notlce(s).  to  aake 
cation  (If  required)  for  the  necessary  peralts,  to  correct  the  conditions  In  the  prealses  and  to  obtain  peralts  and  proceed  to 
ict  the  conditions  d1 Ugently  and  expeditiously,  and  to  coaplete  the  work  within  the  specified  tiae  on  the  attached  NOTICE(S) 


Warning 

1{|9A*  17274  and  24436.5  of  the  Revenue  and  Taxation  Code  provide,  Interalla,  that  a  taxpayer  who  derives  rental  Incoae  fro* 
deteralned  by  the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state  or  local  codes  dealing  with 
4^.  building,  health  and/or  safety,  cannot  deduct  froa  state  personal  Incoae  tax  and  bank  and  corporate  Incoae  tax, 
Mtlons  for  Interest,- depreciation  of  taxes  attributable  to  such  substandard  structure  where  substandard  conditions  are  not 
Ijpted  within  six  (6)  aonths  after  notice  of  violation  by  the  regulatory  agency. 

i 

IjlMi  203(a)  of  the  Building  Code  provides  that  structures  aalntalned  In  violation  of  the  Municipal  Code  are  public  nuisances 
I  such  are  subject  to  abateaent  and  condeanatlon. 


tui  306  of  the  Housing  Code  provides  that  any  person,  the  owner(s)  or  his  authorized  agent  who  violates,  disobeys,  oalts, 
lipts  or  refuses  to  coaply  with  the  Housing  Code,  or  any  order  of  the  Superintendent  or  the  Director  of  Public  Works,  aade 
dint  to  this  Code,  shall  be  guilty  of  a  alsdeaeanor. 

I  rait  application  (If  required)  by  the  attached  notlce(s),  aust  be  applied  for  within  the  tiae  Malt  set  forth  In  the 
l<(s).    When  the  owner (s)  or  his  agent  has  not  applied  to  the  Central  Peralt  Bureau  of  the  City  and  County  of  San  Francisco 
iy  and  «U  peralts  required  by  law  to  perfora  all  work  necessary  to  cause  said  prealses,  and  all  parts  thereof,  to  confore 
l<,  or  applied  to  said  Central  Peralt  Bureau  for  a  peralt  to  deaoUsh  the  structure  at  said  prealses,  and  taken  all  action 
Hsry  to  procure  the  Issuance  of  said  peralt(s)  without  delay.  Including  the  filing  of  plans,  drawings,  and  specifications 
lied  therefor,  and  thereafter  If  work  Is  not  being  prosecuted  diligently  and  expeditiously  and  continuously  toward 
iltlon,  this  case  will  be  referred  to  the  Director  for  abateaent  proceedings  or  such  other  action  as  aay  be  provided  by  law. 

Nk  of  corrections  is  not  completed  or  being  diligently  and  expeditiously  and  continuously  prosecuted  after  six  (6)  aonths  froa 
»te,  notification  will  be  sent  to  the  Franchise  Tax  Board  as  provided  In  Section  17274(c)  of  the  Revenue  and  Taxation  Code. 


iX  W  ENFORCEMENT  WILL  BE  BORNE  BY  THE  OWNER,  S«ot1on  203(b}3  of  th«  S«n  Francisco  Building  Cock  prov1d««  for  •••••sa«nt  of  the 
tMU  of  Building  Inspoctlon's  costs.  Including  preparation.  Inspections,  app«aranc«s  at  haarlngs  and  all  attendant  coats  of 
^1  action  If  coapllanca  with  this  notleo  Is  not  effsctad  In  «  tlaely  aannar. 

(Housing  Inspector  trill  answer  questions  you  aay  have  regarding  the  NOTICC(S)  on  any  weekday  between  8:00  and  8:00  a.a.  or 
iieen  4:00  and  S:00  p. a.    You  aay  call  the  Inspector  at  558-6220  or  aee  the  Inspector  In  person  at  1660  Mission  Street.  Sixth 
jr.  during  the  saae  hours. 

lilt  applications  (If  required)  are  to  be  filed  at  the  Central  Peralt  Bureau,  1660  Mission  Street,  First  Floor.    A  post  card 
be  aalled  to  you  by  the  Central  Peralt  Bureau  when  the  building  peralt  Is  ready  to  be  picked  up. 

^  eoapletlon  of  all  required  work,  you  aust  contact  the  Inspector  for  a  final  Inspection,  unless  otherwise  specified. 

Dot  Yee 

SupeicMitendent 

Bureau  of  Building  Inspection 

F::£  HOURS:  8  to  9  AM  :  4  to  5  PM 


I 


City  and  County  of  San /rf^isco 


j 


: Department  of  Public  Works 
v:;/Bureau  of  Building  Inspection 


NOTICE  OF  VIOLATION 

of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncomplylng  Structure  or  Land  or  Occupancy  Thereof 


FIRST  NOTICE^ 
SECOND  NOTICE 
OTHER 


NOTICE  DATE  l-7^<='^^f^ 


(CIRCLE  ONE) 

ADDRESS  l-^O^  <^0\-^0^^  <^^T<^ 


BC-euikSng  Code 
HC-Housing  Code 
EC-Eledrical  Code 


VIOLATION  DESCRIPTION: 


PC-Plumbing  Code 
MC-MechanicaJ  Code 

C0DE/SECT10N# 


1^;:^  yz^O/'^  uJA^  \^0^  U^mtoOT   Ir^^^f^  pL^tO  S 


THE  FOLLOWING  CORRECTIVE  ACTION  IS  REOUfRED: 


□  STOP  ALL  WORK 

0  fH/TPt 


INVESTIGATION  FEE  OR 
3THER  FEE  WILL  APPLY 


\PPROX.DATEOF 
VORK  W/O  PERMIT 


A>ix  Fee  (Wofk  w/o  Permit  after  1/1/1967) 

,.      -f       /^-^  Reinspecton  Fee 

_  □other  


A  2x  Fee  (Work  Exceeding  Scooe  of  Permit  Qi 
wori<w/o  permit  from  9/1/60  to  1/1/67) 

I    i  No  Penalty  (Work  w/o  permit  prior  to  9/1/90) 


'ursuant  to  SFBC  304(e)  and  3323  investigation  fees  are  charged  for  woric  begun  without  permits  or  for  woric  exceeding  the  scope  of  permits.  Such  fees  may 
»  appealed  to  the  Board  of  Permits  Appeals  within  15  days  of  permit  action  "Room  154- A,  Qty  Hall,  554-6720.  

iV AlRNING!  Failure  to  take  immediate  action  as  required  to  correct  the  above  violations  will  result  in  abatement  p-oceedings  by  the  Department  of 
Hiblic  Woiks.  If  an  Order  of  Abatement  is  recorded  a^inst  this  property  the  owner  will  be  billed  or  the  propei  ty  will  be  liened  for  aU  costs  incurred  in  the 
xxie  enforcement  process  from  the  posting  of  the  first  Tslotice  of  Violation"  until  all  costs  are  paid.  SFBC  ZQ3(b)  &  3323  

N ARNINGI  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  substandard  cannot  deduct  from 
tate  personal  income  tax  and  bank  and  corporate  income  tax  interest,  depredation  or  taxes  attributable  to  such  substandard  structure.  If  correction  work  is 
»ot  completed  or  being  diligently,  expeditiously  and  continuotjsly  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
'ranchise  Tax  Board  as  provided  in  Section  17264(c)  of  the  Revenue  and  Taxation  Code. 


OR  FURTHER  INFORMATION  CONTACT  INSPECTOR 

L  L  Litchfield.  P.E. 

Superintendent 

Bureau  of  Building  Inspection 


//. 


(Inspector  — 


at  □ 


Print  ^4af^e)  \ 


Buildng  Inspection  Division 
loom  201 , 46e-MeAtti6tef^L 


558-6096 


By: 


Housing  Inspection  Division 

oom  3e?r45ei;fcMisTSrSL  558-6220 

Electncaimspection  Division  > 

Room-f03r4S0-McATrisr6r  SL  558-6030 


Inspector  Signature 


□     Plumbing  Inspection  Division 

Room  1 03.  450  McAllister  St_  558-6054 

I    I     Code  Enforcement  Division 

Room  PRO  1-500  MprVot  <;f  S-^-PT^l? 


109   -  APPLICATION  PLAN  CHECK  HISTORY  QUERY  05/24/96  08:4 

APPL#:    9608168  REV#c  FORM:    3   FILED:    05/10/96  DISPOSITION: 

ADDRl:    1403     GOLDEN  GATE  AV  UNIT:    0000  SER/PAR:  P* 

DESC  CODE: 

REACTIVATE    (E)    SUSPENDED  APP  #88  0342  9 
NOTIFY:    SAMUEL  KWONG  PHONE:  WC  EXP:  UN 

EST  COST:  1     REV  COST: 

REVISION  DATA:      LAST  REV# :  DATE  RECEIVED: 

SENT  BY:  COMMENTS: 


WC  EXP 
CITY-INSTIG 
REQUESTED  BY 


SUB/ 

PLAN  LOG 

LOG           START  IN 

OUT  LOG 

COMM 

STATION 

INIT 

SET#  TO 

IN             WORK       .  HOLD 

HOLD  OUT 

CODE 

TNT -PC 

AA 

0  05/10/96 

05/20/96  05/20/96 

05/20/96 

AA 

COMMENT: 

LOG  OUT/NO  WORK  DONE; 

DAHI 

RP 

2  05/10/96 

05/20/96  05/20/96 

05/20/96 

:p-zoc 

TBI 

1  05/10/96 

05/21/96 

fVT220  -  Novell,    Inc.         bbi-pts  (1)         Rep       08:52  N 


I 


1 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Abatement  Aopeals  6oara 
r  .  1650  Mission  Street 
San  crandsca,  CA  94 1 03 
,  1W.  ^4a.  558-6454 


Appeal  Number 


Appellant 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1"of  the  Building  Code,  Part  EL  Chapter  L  of  the  San  Frandsoo  Municipal  Code,  and  makes 
tfie  following  allegations  in  connection  tiierewitii: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  aty  and  County  of  San  Frandsco,  on     NM^    ±^    {^^^   . 

(2)  The  affected  premises  are  located  at 

San  Francisco.  They  contain      3  dwelling  units  and    l"7      rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
togetiier  with  any  material  facts  relating  tiiereto. 


(4)  State  tlie  relief  you  need  and  reasons  why  you  claim  ti^e  appealed  action  should  be 
modified  or  reversed  by  tiiis  board. 

(m^..  \x  \b  mj  po^(6lp.  foo-Ke  X)  oBtftiK)  Bins  m(Acr<mcjDf)^. 

(Attach  additional  sheet(s>  if  necessary.)  Cc^^^nid^  Ot^  6c<^f/l^  .^Htarr  ^ 

(5)  The  undersigned  is  the  owner/agent,  (state  wiiidi)  of  the  premises  described  in 
Paragraph  (2)  above      (^(  3)  n!  €U   . 

(6)  The  offidai  address  of  the  undersigned  is: 


TeLNo. 


Date  Filed  Signature  (Print  Name  Below) 

'    -       ■       ■    OMlb^  6.  1tM 

File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street,  6th  Roor.  San  Fraiidsco,  CA  94103.         (415)  558-6454 


I 


TY^  ACTUAL  uJOilliC.  uOlTl^llO  TMC    30  1^'^^"  Pt^^lDD . 

Tt^G  STATE  PCAtOCHl9^  TA^  ^C/H^A>  AtOD   P€PoQ.V  THAT 

To  ^  /tuv^CAO-l  P/^C^iOOS  ni^JA0C\^u  ScRjadovJ  ^  W 


'Jo  Francisco  Building  Code.  Section  203  (s)  provides  as  follows: 

'^The  Abatement  Appeals  8oard  shall  have  the  power  to  hoar  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (0  and  203  (0.  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  pubrtc  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  arvJ  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  Is  In  non-compnance  with  this  coda 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Ckxle  of  the  State  of  Canfomia..." 

>  answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 

C\;ONeR  

sva     oi\^'aocb)\\ ;  \o(M^^^      -Wed TP / iM  iQe>^ 


VVhen  was  the  work  done? 


Who  did  the  wori<?  PoeMioB  Wvie:Q  ,  ^rcv  ev£ 


Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  perfomied?  If  no.  explai}  (i.e.,  date  proportY 
purchased  and  approximate  time  when  work  was  performed):    ND;  PPoPaQJV  UiAf?   VOC^UHAhm    (XT  ^[(^^D. 

What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

What  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  ail  other  co-owners  and  their 
occupations.  . 


Do  you  own  other  properties  in  San  Francisco?  rPt:)l£?^\]  '^L  iU^GtOKC^') 


K!0 


If  yes,  do  any  of  these  properties  have  orders  of  abatement? 
Have  you  owned  property  in  San  Francisco  before?         \  CO-CW^^d  OF  ?)OitDi(^(rr(^(QtV)r/ '  V^^b^  0(P  'B.F, 
iVere  you  aware  of  the  permit  requirements  for  this  work?  \Xi^tS  O^'^CU)^  Tt^  VtCy^  (J^  eOUT/HOO(f>gP 
/Vas  one  of  your  employees  negligent  in  regard  to  this  permit  application? 

j^O  :  . 

Vhat  other  pemiits  have  you  been  granted  by  the  City?  ^HlU30  ^  ?M  -tu^MQ^^  B^^cW  L^v;.^j6  9^  ) 

Vhat  other  facts  do  you  want  the  Board  to  consider? 


:^Ah  also  ^\*^\6Wr  A  ^M3•m  \MP{V^MP,KCXTr  9i1O60am      Q?.^M<<r\)\)rr  tWP,  5l)\uniA^6^',4  e/THHlQ< 

(Continue  on  the  back  of  this  sheet  ft  you  need  more  space.) 

Inder  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct 
tieted:  Signature: 


Print  Name: 


BTn)  Title  (owner,  contractor,  etc.): 


ABATEMENT  APPEALS  ABOARD        (.^g£  #3393 


Summary  Sheet 


'                      >   ^^-^  ■  --.■^?-^^v^■.    ^               -■'  ^,>--y   ,  Jl«|bWr«J>«J!'W'f**-!--v,   

Address:           1315  GROVE  STREET 

Violation: 

Two  illegal  units  and  two  illegal  floors  of 
occupancy.  Lack  of  adequate  lighting  of  rear 
stairs.  Lack  of  adequate  weather-proofing  at 
rear  of  building. 

Life  Hazards: 

Lack  of  approved  second  means  of  egress. 

Basis  of  Appeal: 
Action  Requested: 

He  was  not  the  property  owner  at  time  of 

Mntir'O  nf  X/inlatinnQ  or  OrHpr  Mn  1  fi'^  J^1<d  wprp 

1  MUliL/C  Ul    VIUIClllUMo  VJI   V-/I  ClCl   1  NtJ.    1  VJO,  O  1  "-r  VVCI  C 

issued. 

1 .  More  time  to  comply  before  notification  to 
Franchise  Tax  Board. 

2.  Continue  case  to  next  AAB  Hearing  as  he  is 
out  of  town. 

Staff 

Recommendation: 

Grant  appeal  for  1 80  days  from  July  3,  1 996 
before  referral  to  FTB. 

(P:\summsht.aab) 


DOCUMENTS  DEP^ 
■JUL  0  1  ,99g 

SAN  FRANCISCO 
PUBLIC  LIBRAR? 


Case  Histojf  fapd  Action, 

Address:        /  ^/TV?    <^/^^  .SfT"^  *   '?  xilock/Lot:  I ^1 1  37     Inspector:  Hfirf^L^ 

  Outstanding  Items:  #_ 


Date  Ref: 


>iinit(s)  Req'd  (circle)/  B 


IPATE 


PLUMB 


BLDGPA#_ 


Date  Filed. 


Date  Issued 


ACTION 


REMARKS 


INSP- 
CLERK 


TlMt 
IN 

MNUTES 


\tiW3 


30 


57n 


3 


0 


I -010       Revised  9/1/90 


cou^ 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 
^af^        1660  Mission  Street,  San  Francisco,  California  94103-2414 

NOTICE  OF  AAB/FTB  HEARING 

June  18,  1996  Nature  of  Appeal: 

[  ]       Director's  Order 

Appellant's  Name  &  Mailing  Address:  [x]      Franchise  Tax  Board  Notices 

[  ]  Other  


Michael  A.  Rinaldi  PROPERTY  ADDRESS  1315-19  Grove  Street 

1972  11th  Avenue 

San  Francisco,  C A  941 16  BLOCK     1201     LOT  _037  


APPEAL  NO.  3398  Source  Code  DAO 
INSPECTOR    Colbert  Dare  


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
May  1,  1996.  will  be  heard  by  the  Board  at  1:00  p.m.  on  July  3.  1996.  Wednesday,  in  Room  428, 
War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals 
Board  staff  of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor, 
San  Francisco,  CA  94103  or  call  (415)  558-6454.  Please  bring  any  documents  and  information 
that  may  support  your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony 

Very  truly  yours, 

William  Wong,  Secretary 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  Owner  of  Record,  Complainant,  and  Building  Occupants  -2(2/ 

[p:tds\aab-hrg] 


(415)  558-6454 


1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


Bruce  Jamisom  Recorder 
DOC- 

SFCC-PUBLIC  WORKS 
Fridayi  October  22^  1993        03:46: IBp'f' 
TOTAL  -> 

REEL    F9*?0    IMAGE  QS20 


r™n  to  m.  230.  cirv  hah 
City  and  CKUJttff^  6f  San  Firanbisco 


Department  of  Public  Worl<s 
Bureau  of  Building  Inspection 


HOUSING    INSPECTION  DIVISION 


^'VtoATE'    10/22/9  3 


>i^PROPERTY  ADDRESS: 
^1315-1319    GROVE  ST 


]31ii-ldiy    UKUVi,  i.i 
BLOCK'    1201      LOT:  03*7 
SEC    01    CASE:  DAO 


TERCHERIR  CARL 
13M7    DIVISADERO  ST 
SAN   FRANCISCO  CA 


OWNER'S  NAME: 
TERCHERIA  CARL 


9m  15 


INSPECTOR  ■■ 
DISTRICT : 


CT:  164 


ORDER  OF  ABATEMENT  UNDER  SECTION  203-203.R  OF  THE 
BUILDING   CODE  REGULAR  ORDER   NO.  163B1M 


Hearing  of   the   complaint   of  the   Superintendent  of   the   Bureau  of  Build- 
ing Inspection  on  file   in  the   office  of   the   Director  of   Public  Horks 
against  the  property  at  the  location  shoun  above  uas  held  on  10/13/93 
|in  accordance   with  the   DPM   HEARING  ORDER  NO.  163580. 
The  hearing  uas   conducted   by   a  representative   of   the  Director, 
THE   OWNER   UAS   NOT  REPRESENTED. 

Based  upon  the  facts   as   submitted   at  the   hearing,    the   Director  finds 
and  determines  as  follows : 

1  .     That  notice  has   been  duly  given  as   required   by  lau  and   the  order 
of  the   Director,   more   than  18  hours   prior   to  the  hearing. 

2.  That  the   conditions   are   as   stated   in  the   complaint  of  the 
Superintendent  of   the   Bureau  of   Building  Inspection. 

3.  That  the  condition  of  said  structure  constitutes  a  public  nui- 
sance under  the   terms   of   the  Building  Code   of  the  City  and 
County  o£  San  Francisco. 

!he  Director  hereby  orders   that  within     30   DAYS  of   the   date   of  this 
ider ,   the   owner  or  his   representative   shall  have   issued   to  him  a 
errait  and   complete   the   work  necessary   to   bring   said   building  into 
onforraanoe  with  the   San  Francisco   Building  Code.      The   time  period 
hall  commence   from  the   date   of   this  order. 


yPEA^ I   Pursuant  to   Section   203. Ct)   of   the  San  Francisco   Building  Code, 
his  order  may  be   appealed   to   the   Abatement   Appeals   Board.  Appeals 
ust  be   in  writing   on  forms   obtained  from  the   Abatement   Appeals  Board 
t  FoK  Plaza,    Suite   250,    1390   Market  Street   C55M-87M2),    and   must  be 
iled  with  the   Secretary   of   the   Board   within  TEN   CIO)   DAYS   of  11/09/93. 


lie  (2) 

I'D  (S)  (1  Signed ) 
Iproved  I  10/13/93 


415)558-6220 


450  MCALLISTER 


P20-D20-003 
ROOM   302    SAN   FRANCISCO  94102 


RECORDING  REQUESTED  BY  AND  MAIL  TO: 

Department  of  Building  Inspection 
Housing  Inspection  Services 
1660  Mission  Street,  6th  Floor 
San  Francisco,  CA  94103 


lAttn:    Patricia  Beasley 


NOTICE  OF  NONCOMPLIANCE 
(Substandard  Rental  Housing) 


1.  DATE  OF  NONCOMPUANCE 
April  22,  1996 


You  have  not,  within  the  time  prescribed  by  law,  con-ected  the  substandard  condition  of  the  rental  housing  property 
described  below.  You  are  therefore  advised  that,  unless  you  file  an  appeal  with  thfe  agfer^cy  or  correct  the  substandard 
condition  within  10  days  from  the  date  above,  the  Franchise  Tax  Board  and  the  County  Recorder  will  be  notified  of  your 
noncompliance.  You  will  then  be  prevented  from  claiming  state  tax  deductions  for  taxes,  depredation,  amortization,  or 
niterest  expenses  connected  with  the  property  as  long  as  it  remains  substandard.  If  you  comply  within  10  days  of  the 
date  shown  above,  you  should  immediately  notify  this  agency  to  prevent  the  rrotice  of  norKX>mpliance  being  sent  to  the 
Franchise  Tax  Bosird  and  the  County  Recorder.  If  you  wish  to  appeal,  you  must  do  so  within  1 0  days  from  the  date 
above.  An  appeal  form  is  attached. 

The  notice  is  given  to  you  pursuant  to  Section  17274  or  Section  24436.5  of  the  California  Revenue  and  Taxation  Code. 


2.  NONCOMPUANCE  PERSON(S) 

(Attach  additional  schedule  if  necessary) 


(a)  Nafne(s)  of  Owner(s): 

(b)  Mailing  Address 
1972  11th  Avenue 

(c)  Caltfomia  ctxporHboo  no., 
lederal  employor  Wertification 
no.,  Of  social  security  no. 



San  Francisco,  CA  94116 

3.  SUBSTANDARD  RENTAL  HOUSING  PROPERTY 


MSTRST  ADDRESS 

,315-1319  Grmrp  Srrppf 


(b)  PARCe.  NUMBER 


LOT  NUMBER 


BUXX  NUMBER 

1201 


ej  MAaJNQ  ADDRESS  (ENTER  ONLY  IF  D(FFERENT  FROM  THE  STREET  ADDRESS) 

972  11th  Avenue,  San.  Francisco,  CA  94116 


J)  DESCRIPTION        CONDOMINIUM.  DUPtEX,  APARTMENT  HOUSE.  ETC.) 

ive  (5)  Units 


.  REGULATORY  AJQEUCY  NAME 

epartzment  of  Building  Inspection,  Housing  Inspection  Setrvices 


.  REGULATORY  AGENCY  ADDRESS 

660  Mission  Street,  6th  Floor, 


an  Francisco,  CA  94103 


.  SIGNATURE  OF  AUTH0R12ED  REPRESENTATIVE  OF 

esley  Stansfield,  Mana: 


ENCY  V 


7.  DATE  OF  SIGNATURE 


NAME  OF  PERSON  TO  "CONTACT  FOR  AODmOfclAi:  \H\ 

obert  Noelke,  Senior  Housing  Inspector 


9.  TELEPHONE 

558-6466 


White  —  Agency 

!H  1010  (REV  4-94)  SIDE  1 


Yellow  —  Franchise  Tax  Board 


Pink  —  County  Recorder 


Goldenrod  —  Taxpayer 


I 


DEPARTMENT  OF  PUBLIC  WORKS        •       BUREAU  OF  BUILDING  INSPECTIONS 
HQUSING  INSPECTION  DIVISION 

-  ANNUAL  INSPECTION  CHECKLIST 

THIS  INSPECTION  DOES  NOT  CONSTITUTE  A  COMPLETE  INSPECTION  OF  THE  STRUG 


CATION 


ix;k 


DATE 


lUCipRE  / 


SEQ 


or. 


'  1.  704  HC  ROOF  DECK  Repair/replace/Yemove/Tire-proof 
roof  deck.  □  Building  permit  required.  Raise/ 
remove  ropes/wires  8'  above  roof.  


^  2.  1001  HC  WEATHERPROOFING  Repair/replace/provide 
r,^«*r— rr?  ^ing/stucco  atfrr-' 

iar/std] 


\  3.  602 
\.     1001  HC 


14.  8( 


nr/repla 

jefective/missing  stai  

}af^d^X3  Building  permit  required. 


4.  801  HC  EGRESS  OBSTRUCTION  Remove. 


at  front/rear/side  exterior/interior. 


5.  712  HC  UTILITY  SHUTOFF  Post  in  public  area,  location 
of  devices/instructions  for  operation.  Provide 
shutoff  tool  


6.  801  HC  MANUAL  RELEASE   Repair/replace/provide  at 

front/rear/side  for  iron  gate(s)/door(s)/window 
bar(s)  

7.  1001  HC  GARBAGE/RUBBISH/RECEPTACLES  Remove 

garbage/rubbish  at  f ront/reaf/side.  Provide  adequate 
number  of  receptacles/covers  and  keep  covered. 

8.  707       GARBAGEAJNEN  CHUTES/ROOM/AREA 
906  HC  SPRINKLERS  ProvWe  at  top/bottom/each 

alternating  floor(s)  for  chute(s)/room(s)/area(s) 
or  move  garbage  receptacles  to  an  area  open 
to  tlie  sky.  DPIumbing  □  Building  permit  required. 


9. 


904  HC  STORAGE   Permanently  remove  combustible 
storage  or  provkJe  fire  sprinklers  at  


809       HREPROORNG    Repair/replace  with  approved 
1001  HC  firg  rated  materials  in  basement/garage/storage  / 
boiler  room  (sypassageway.  


801       RRE  EXTINGUISHERS  &  DIRECTIONAL  SIGI 
90S  HC 

ProvWe/recharge/date  tag  approved  type  fire 
extinguisher  in  public  hall(s)/fk>or(s)y3arage(s) 
(Type2A  1 0BC  or  equivalent) .  Install  directtonal 
signs  at  


HC 


ENCLOSURE  DOORS  Repair/replac4^vkje/ZP 
adjust      cJctsmg  devicel^Ceep  closed  smoke  barrier/ 
penthouse/stair  enckasure/boiler/garbage  nxjm  door(s). 


□ 


13. 


504 
707 

1001  HC 


penthouse/stair  enctosure/Doiier/g 


'VENTILATION    Provide  ventilation  for  penthouse/ 
publk;  hall(s)/fumac8(s)/hot  water  tank(s)/  boiler/ 
garbage/garage(s)/gas  meters  room(s)/arGa(s) 


14.  504 
701 

1001  HC 


LECTRIC^C^rovi^^dequate  lighting 
Wic  hall(s)/firG~6§capfiOTrridor(s)/ 


UGm 

Jtdir§ 
passageway(s)  at 
Remove  oord  wiring — Rqpfiir/r°p''"^V^""'^'* 
dpfactivo/miaoing  aleetrioQl  {M"rfl'ii^'iw"rinhfl5;  pA 


aire  escape 

Mm. 


c5>Ele^i^!^rrnrt  required^ 
^  15.  1001  HC  MAINTENAHgE75A<tflTATIQN 


provW^lean. 


□ 16.  1001  HC  FLOOR  COVERING  Repair/replace  m  stairwGll(s)/ 
puWic  hall(s)  at  


□ 


17.  909      SMOKE  DETECTORS  See  attached  list.  □  Repair/ 
911  HC  fepiace/provkje  battery-operated  smoke  detectors 
In  lobbyAop  of  each  public  stairway/every  third  floor 
below  top  of  stairway/unit.      □  Submit  enckjsed 
affidavit- self  certification  


□  18. 


□  ,9. 


705  SECURITY  REQUIREMENTS 

706  HC  □  No  violations  


See  attached  list. 


505 

701  HC 


HEAT  AND  HOT  WATER  See  attached  list 

□  ProvWe  heat  between  5:00  and  1 1  rOO  AM  and 
between  3:00  and  10:00  PM.  □  Set  timeclock. 

□  Maintain  a  minimum  room  temperature  of  68 
degrees  fahrenheit  


20.  CHAP  41 
ADMIN. 
CODE 


HOTEL  CONVERSION  ORDINANCE  See  attached 
list.n  No  violations 


TIN  ->!:2::_CALENDAR  DAYS,  ITEMS  CHECKED  REQUIRE  CORRECTION 

HDR  OTHER  APPUCABLE  CODES  AND  ORDINANCES  WITH  APPROPRIATE^  BUILDING7 
t)  checked  have  been  noted  as  a  result  of  an  annual  inspection  and/or  complaintanj  do  nut 


.FRANCISCO  HOUSING  CODE 
[ELECTRICAL^  pPLUMBING  PERM(T(S). 

I  all  duflcJSitd^wtwch  may  be  present  in  the  premises. 


Shave  any  questions  regarding  this  notice,  please  contact  the  undersigned  inspector  t)etween  the  hour  of  8-9  AM  and  4-5  PM,  450  Mc  AJIister  Street. 
302.  San  Frandsco,  CA  94102.  (415)558-6220 

I^HEN  ALL  WORK  IS  COMPLETE,  SIGN  AND  RETURN  THE  ENCLOSED  AFFIDAVIT. 

J)R  FINAL  INSPECTION  YOU  MUST  CALL  THE  INSPECTOR  WHEN  CHECKED  ITEMS  ARE  CORRECTED. 


JSING  INSPECTOR:. 


PHONF-  (415)  558- 


I 


NOTICE  OF  VIOLATION 


uepiirijiient  o(  FubUc 
Bureau  of  Building  Insp. 


of  the  San  Francisco  Municipal  Codaa  Regarding  Unsafe, 
Substandard  or  Noncompfying  Stnjctura  or  Land  or  Occupancy  Thereof 


0RE5S 


Id^l  Mj/XA^^  Sir 


NOTICE  DATE 


Block# 
Lot#  ^7 


BC-Suiklng  Code  PC-?!umhtng  C 
HC-Hotaing  Cod«  MC-MechanioJ 
EC-€3«c5icai  Coda 


)LATION  DESCRIPTION: 

ccoe-SccncN 

Research  of  buildine  oermits  of  this  buildine  revealed  no 

r valid  permit  was  issued  or  cleared  by  inspector  to  alter  or 

;  to  remodel  the  building. 

301  BC 

The  legal  use  of  this  building  is  ^     dwelling  unit(s)'on 

5    flooifs}  of  occupancy. 

\ — 

fi'FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED:  □  stop  all  wc? 

You  are  required,  within        days,   to  file  a  building  .permit  to  

I  legalize  or  to  revert  to  les;al  use. 


^  2  sets  of  floor  plans  are  required  to  be  submitted  with  # 


l^nCATION  FEE  OR 
a  FEE  WILL  APPLY 


X,  DATE  OF 


(otk  w/o  Pvrmt  attar  1/1/19€7) 
Rfltnspocaon  Fm 
n  Cttier  


w«ric  w/o  permit  warn  ^^/SQ  63  : 
r~]  No  P«naity  (Work  w/o  pcnrot  prior  ta  9/1^C' 


dttoSrBC304<«)axid33ZJ3  izivesdgallon  fees  are  darg<ed  for  work  b«gtni  without  sennits  or  for  vfork  exceeding  th«  3coo«  of  persiita.  Such  /re 
jjfcd  to  the  Beard  of  Permits  Appoia  witei  !5  dava  of  permit  action .  Room  1S4-X,  Qtv  HaJL  554-6720.  [  

liZNGI  FailuTB  to  tjJca  immediate  action  as  requited  to  correct  the  above  vioiadons  will  resuit  In  al?«fgment  proceeding  by  the  Depamnen 
jj  Wa.  IfanOrderof  Abatement  la  recorded  asaixiatthia  property  the  owner  wiQ  be  billed  or  the  umugnr  wul  be  llenea  far  all  e=aa  c;c:in- 
■■cement  oioueaa  from  the  poating:  of  the  first  t^otioe  of  Vloiation''  until  all  coaca  are  paid.  SFBC  203(b)  «fc  332J 


t  cr 
in 


D3NGI  Anyone  who  deiivca  rental  income  tram  houainj  determined  by  the  Bureau  of  Building  Inroecdon  to  be  substandard  cmnat  ded'jc  ±tnr 
■•Boal  Income  tax  and  bank  and  corporate  income  tax  intsrest,  depredation  or  taxes  attributable  to  such  substaixdard  strncmre.  If  con-ecron  wrrrx  . 
Bitted  or  being  dlUgmdv,  expeditlaiaiv  and  continuoualY  prosecuted  after  ax  (6)  montha  com  the  date  of  this  nociae,  notifiation  >*vll  be  xnt 
j;Tax  Soard  as  provided  in  Section  17Z&4<c)  of  the  Revenue  atnd  Taxation  Code. 


JEHEiriNFORUATTCN  COKTACT INSPECTOH 

L  L  UtcWIflW,  P.E. 

Supflnntandont 

Bureau  of  Building  Inspocrfcn 


Ey: 


()n30«c33«-  —  Pnm  Nam*; 


2j  EuflcSng  Inspecacn  Division 

Room  201.  ^  McAUissf  SL 

■I     Hottsing  Insoecion  Drvisicn 
Room  302,  A£0  McAIIisffif  SL 

[    I     Eecrical  Inspocion  Oivisicn 
fioam  tC3.  A£0  McAJister  SL 

I    I      PlumOing  (n3pe<rjan  Oivtsicn 
Room  ICQ,  450  McAflistfif  SL 

I     :       Cooo  cnfcrcomqnf  Civi^jcn 


APPEAJL  TO  THE  ABATEMENT  APPEAJLS  BOARD 
OF  THE  CITY  AND   COUNTY  OF   SAN  FRANCISCO 


FRANCHISE  TA2  BOARD 


APPEAL  FIUNG 

Re  Appeal  witfi 
Abatement  Appeals  Board 

1660  K^ission  Sareel 
San  Franasco.  CA  94103 

Tel.  No.  558-6454 

RUNG  FEE:  $  ^  ^. 


Appeal  Number 

Appeiianc 

The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant 
to  Section  203   (if  of  the  Building  Code,   parr  II,   Chapter  I,   of  the 
San  Francisco  Municipal  Code,  and  makes  the  following  allegations  in  connec-ion 
therewith:  -^i. 

(1)     The  affected  premises  are  located  at    1'^\S-\3>\^     (StYS^  SV.  , 

San  Francisco.     They  contain  3  dweilxng'unxra  ana  2- 


rcoming  units. 


(2)  (State  in  ordinary  and  concise  language  the  specific  nature  of  the  acrion 
appealed  from  together  with  any  material  facts  relating  there-co). 

X  avAA^  cH|ji^e£x.V\w^  ^VW  dU-CistcAA+s  vio'ViJt^'VU  fixAAcUis^  lo.^  Boayci 

(3)  (Stare  the  relief  you  need  and  reasons  why  ycu   claim  tihe   appealed  acric.i 
shcuid  be  mcdified  or  reversed  bv  this  beard) -  ill 

-VUalTc^^   ouU\H(y^^  1^6  A<x.^        -j^c^xmW  -U  vwi?  Sc> 
V^c^  xfvvAay  o/vxA^Vy  -VW  o^WxAd  VY\e^-t  oycmzA".  TW  reo^CA^ 

ovWvV-twuA.'V'  craXskjc  sa>fvi^  ^^r^  c^Aq  <xa^J  Vol-Wt"  ^i<ed(  -  Tkx  - 

(Atrach  additional  rhe^t(s)    if  necessary.)  C^C^tXcQ  sWV^ 

(4)  The  undersigned  is  the  owner/agent,    (state  which)  of  the  premises  descr:Lbed 
in  Paragraph  (2)   above  AyfrnPyT  - 

(5)  The  official  address  of  the  undersigned  is: 

/?7?    11^  S.F  rA  .  'iHI/i,  

« 

Tel.   HO.  ^.^-9iyj  flA 


Dated: 


Signature  ^  Pr:Lnc  Naine  3eicw) 


1660  Mission  St.,  San  Francisco,  CA  94103  Tel  (415)558-6454 
tai/FTB-Fonn 


^  ^^^^  ^  ^'^k         sovHuw.   X4  |Qo 


Francisco  Building  Code,  Section  203  (s)  provides  as  follows: 

•.-The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
^•public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (0  and  203  (I),  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  pubftc  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Hoosinq  Codo. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  Is  In  norxxxnpliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  Carrfomia...* 

i  answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 

Duino/r 


When  was  the  work  done?  .2 — 


Who  did  the  wofic? 


Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no,  explain  (i.e.,  date  property 
purchased  and  approximate  time  when  work  was  performed):   KJr.4--         olo-'i^  \  


•What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 


.  What  is  your  occupation?  If  redred^^what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  arxl  thoir 
occupations.   f^vCQ  tM/  \ 


Do  you  own  other  proF>erties  in  San  Francisco? 


If  yes.  do  any  of  these  properties  have  orders  of  abatement?   

Have  you  owned  property  in  San  Francisco  before?  . 


Were  you  aware  of  the  permit  requirements  for  this  work? 
Was  one  of  your  emptoyees  negligent  in  regard  to  this  permit  application? 


m//"  cgyKl^r  uM^^    uy^-i<h>  k/gr-g  (jui)'^ 


What  other  permits  have  you  been  granted  by  the  City?  hJcy^^ 


Vhat  other  facts  do  you  want  the  Board  to  consider?  . 

(Via  r^ry\^\J^  ^3    *^   ' 

'■  (Continue  on  the  back  of  this  sheet  rt  you  need  more  space.) 

j'nder  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  forfeqoing  is  tore  and  correct, 
rjjleted:  .  Signature:      (/(/\/(/^Ay^/^-A  ICAaAQ. 

Print  Name: 


Sfm) 


Title  (owner,  contractor,  etc.):      <^fe  fy/Mn^^ 


i 


;  Abatement  Appeals  Board 
Meeting  of  JuIy3J^6)at  1:00  p.m. 


DOCU^/lENTS  DEPT. 


Advance  Copy 

War  Memorial  Building 

401  Van  Ness  Avenue,  Room  428 


SAN  FRANCISCO 
PUBLIC  LIBRARY 


OCT  1  2  1996 


Ilk 


i  MINUTES 


A.  CALL  TO  ORDER  AND  ROLL  CALL: 

The  meeting  of  the  Abatement  Appeals  Board  (AAB)  was  called  to  order  at  1:05  p.m.  by  Chair  Vasquez.  Roll  call 
was  taken  by  Teresita  Sulit  and  a  quorum  was  certified. 

BOARD  MEMBERS  PRESENT:  - 

Armando  Vasquez,  Chair 
Sigmund  A.  Freeman,  Board  member 
Roy  Guinnane,  Board  member 
Jamie  Sanbonmatsu,  Board  member 

BOARD  MEMBERS  ABSENT: 
Robert  Davis,  Board  member 
Eileen  Hansen,  Board  member 
Bobbie  Sue  Hood,  Board  member 

D.B.L  REPRESENTATIVES: 

William  Wong,  Deputy  Director 

Leslie  Stansfield,  Manager  of  the  Housing  Inspection  Services  Division 
Rafael  Torres-Gil,  Senior  Building  Inspector  for  Code  Enforcement 
Teresita  Sulit,  Recording  Secretary 

Ilene  Dick,  Deputy  City  Attorney 

B.  OATH:  All  parties  giving  testimony  before  this  Board  today  rise,  raise  their  right  hands  and  sworn. 


BASIS  OF  APPEAL:  Penthouse  and  basement  units  cited  for  violations  have  existed  since  1940 
and  should  be  legalized. 


Ms.  Leslie  Stansfield,  Manager  of  Housing  Inspection  Services  presented  the  Departments'  case.  Ms.  Stansfield  said 


C.  APPROVAL  OF  MINUTES:  Minutes  of  February  2, 1996  was  approved. 


D.  NEW  APPEAL(S):  Order  of  Abatement 


1.   CASE  NO.  6610: 
Owner  of  Record: 


839  Leavenworth  Street 

839  Leavenworth  Partners,  Stephen  H.  Whitelaw,  3  Hart  Lane,  Mill  Valley, 
CA  94941 

Dennis  Baca,    5139  Port  Chicago  Highway,  Concord,  CA  94520 
(Present) 
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that  the  subject  property  had  an  initial  inspection  on  August  12,  1994.  On  October  17,  1994,  there  was  a 
Superintendent's  Hearing  and  on  January  18,  1995,  there  was  a  Director's  Hearing.  On  October  24,  1995,  an  Order 
of  Abatement  issued,  granting  the  appellant  10  days  to  file  permit  applications,  with  30  days  to  complete  the  work  and 
30  days  to  final  review.  The  main  problem  on  this  building  is  that  there  are  illegal  units  in  both  the  penthouse  and  the 
basement,  which  create  life  safety  hazards,  including  lack  of  means  of  egress  from  the  penthouse. 

The  appeal  requested  additional  time  to  legalize  the  unit  and  to  prepare  plans  to  file  for  a  permit.  The  staff 
recommendation  was  that  the  appeal  be  denied  because  the  owner  failed  to  file  a  permit  to  legalize  either  of  the  units 
since  the  inspection  of  August,  1994.  No  reinspection  was  made  on  this  property  because  the  inspector  called  four 
times,  left  messages  requesting  inspection  and  was  never  contacted  by  the  owner  or  his  representative. 

Mr.  Clough,  attorney  representing  the  appellant,  stated  that  the  owner  had  paid  taxes  on  the  allegedly  illegal  unit  since 
1973.  He  further  stated  that  the  3R  report  maintained  by  the  City  showed  the  building  had  52  not  5 1  units.  He  also 
stated  that  most  of  the  remaining  violations  on  the  NOV  had  been  abated.  ^ 

Chair  Vasquez  asked  if  the  Department  had  any  additional  information. 

Ms.  Stansfield  stated  that  the  Department  had  advised  the  owner  to  take  out  a  permit  in  order  to  estabUsh  a  record  that 
the  units  were  legal  and  to  go  through  the  City  Planning  process.  However,  this  advice  has  not  been  taken.  Since 
building  permit  plans  are  kept  on  file  for  construction  before  1968,  the  city  can  not  determine  from  its  own  records 
whether  the  building  consists  of  52  legal  units. 

Board  member  Guirmane  wanted  to  see  a  copy  of  the  permit  of  occupancy  for  52  units. 
Board  member  Sanbonmatsu  asked  the  appellant  why  he  didn't  apply  for  a  permit. 

Mr.  Clough  stated  that  plans  are  needed  to  do  the  work  and,  in  order  to  correct  the  plans,  they  need  to  hire  engineers. 
He  also  inquired  as  to  the  status  of  the  remaining  violations. 

Ms.  Stansfield  said  that  violation  #21  pertains  to  the  illegal  units  and  would  not  be  signed  off  until  plans  to  legalize  the 
illegal  unit  were  approved.  The  basement  unit  is  under  the  minimum  ceiling  height  and  light  ventilation  are  absent. 
Moreover,  it  lacks  second  means  of  egress. 

Board  member  Sanbonmatsu  said  that  the  lack  of  a  means  of  egress  is  serious. 

Board  member  Guinnane  asked  Mr.  Clough  when  his  client  purchased  the  building  and  whether  the  seller  disclosed 
the  number  of  units.  Mr.  Clough  replied  that  they  were  told  there  were  52  units. 

Board  member  Sanbonmatsu  asked  how  much  it  would  cost  to  draw  plans  that  would  enable  them  to  get  a  permit. 
Mr.  Clough  responded  $60,000.00. 

Chair  Vasquez  asked  whether  the  $60,000.00  figure  is  based  on  an  estimate  from  an  engineer  or  an  architect  that  he 
solicited  or  from  a  rough  estimate  by  Mr.  Clough.  He  also  said  that  $60,000.00  is  extremely  high. 

Chair  Vasquez  said  that  in  his  experience,  plans  of  building  like  this  should  cost  at  most  $20,000.00,  since  these  plans 
do  not  requirfe  looking  at  details  of  the  building  in  any  way. 

Board  member  Guirmane  said  that  whatever  was  on  the  first  floor  was  probably  identical  to  what  was  on  floors  4  or 
5  thereby  cutting  cost  of  doing  plans. 
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Deputy  Director  Wong  said  that  although  plans  are  needed  for  every  floor  to  measure  existing  conditions,  $60,000  is 
excessive.  He  further  stated  that  the  owner  needs  to  initiate  the  building  permit  process.  That  means  the  Department 
needs  floor  plans  documenting  how  many  units  are  there. 

Mr.  Clough  said  that  his  client  would  hire  a  permit  expediter. 

Board  member  Sanbonmatsu  said  that  appellant  can  not  delay  the  process  just  to  determine  the  number  of  units.  He 
also  asked  Deputy  City  Attorney  Dick  if  the  Department  has  the  option  to  give  the  appellant  thirty  days  to  find  or  create 
plans  without  requiring  another  AAB  meeting. 

Deputy  City  Attorney  Dick  said  that  Order  of  Abatement  can  be  modified. 

Board  member  Guinnane  made  a  motion  to  extend  the  time  for  comphance  to  give  the  owner  30  days  to  come  up  with 
the  plans  if  they  are  unable,  the  owner  has  60  days  to  obtain  plans  and  legalize  or  remove  the  urut. 

Board  member  Sanbonmatsu  asked  what  would  happen  if  the  owner  did  nothing  within  thirty  days? 

Board  member  Guinnane  said  that  the  owner  had  to  work  diligently  with  the  department  and,  if  not,  they  had  sixty  days 
remaining  to  provide  plans  and  submit  them. 

Chair  Vasquez  said  that  he  is  hesitant  to  allow  ninety  days,  given  that  the  violations  were  observed  to  encourage  the 
owner  to  quickly  get  the  information  needed  from  an  engineer  and  get  an  estimate  for  what  it  would  cost.  He  would 
modify  to  sixty  days. 

Deputy  Director  Wong  reminded  the  Board  that  the  Building  Code  says  that  if  there  are  life  safety  hazards,  an  extension 
of  thirty  days  is  permitted  but  the  work  must  be  completed  within  ninety  days. 

Ms.  Stansfield  reminded  the  Board  that  the  Department  would  need  to  verify  abatement  of  all  other  items  on  the  NOV 
since  they  have  not  been  able  to  make  an  inspection. 

Deputy  City  Attorney  Dick  said  that  they  can  make  that  a  condition  of  the  order  that  an  inspection  will  take  place  within 
thirty  days. 

Board  member  Guirmane  made  a  motion  to  grant  an  extension  for  the  first  thirty  days  to  work  with  the  department  to 
see  if  appellant  can  secure  plans  that  might  be  on  file.  If  they  can't  then  they  have  to  get  plans  drawn  submitted  to  the 
City  within  sixty  days. 

Deputy  City  Attorney  Dick  reminded  the  Board  that,  according  to  Building  Code  Section  105.3.8.2,  they  can  grant  up 
to  ninety-days,  so  they  might  want  to  allow  action  that  needs  to  be  taken  due  to  securing  the  plans  or  separating  the 
plans  from  a  new  source  in  the  jSrst  thirty  days  or  within  forty  five  days,  and  additional  forty  five  days  to  complete  the 
work. 

Board  member  Guinnane  made  a  motion  to  amend  the  original  motion  to  allow  the  inspector  to  make  inspection  to 
verify  that  the  two  units  are  vacant. 

Board  member  Sanbonmatsu  seconded  the  motion. 

The  motion  passed  by  unanimous  vote. 
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2.  CASE  NO.  6611:  1301-OlA  Bosworth  Street 

Owner  of  Record:  The  Flynn  Family  Trust,  do  Edward  A.  &  Helen  B.  Flynn,  1301A  Bosworth  St.,  San 

Francisco,  CA  94131 

Edward  Flynn  &  Helen  Flynn,  do  John  Wiley,  Esq.,  2097  Market  Street,  #B, 

San  Francisco,  CA  94114 

(Present) 

BASIS  OF  APPEAL:  There  is  no  third  unit  which  could  be  the  basis  of  enforcement  action  because  the 
property  has  been  used  exclusively  as  a  two  unit  building  since  it  was  constructed  in  1900. 

Deputy  Director  Wong  presented  the  Department's  position.  He  stated  that  this  is  an  existing  wood  building,  two 
stories  to  basement,  which  was  converted  to  two  units.  A  Notices  of  Violation  dated  November  6,  1 99 1  cited  various 
violations  in  the  illegal  units.  A  Director's  Hearing  was  held  on  November  2,  1995,  and  an  Order  of  Abatement  was 
served  on  December  6, 1995.  A  condition  of  the  Order  of  Abatement  was  that  all  work  necessary  to  abate  the  violations 
had  to  be  completed  in  sixty  (60)  days.  Owner  filed  a  permit  application  on  December  31 ,  1995~to  legalize  the  units. 
The  matter  was  appealed  to  BPA.  A  decision  was  rendered  by  the  BPA  which  directed  the  City  Planning  Department 
legalize  the  two  units.  In  hght  of  this,  Mr.  Wong  revised  the  original  staff  recommendation  to  recommend  thirty  days 
for  the  owner  to  complete  the  work  from  the  date  of  this  hearing. 

Chair  Vasquez  asked  if  thirty  days  is  the  appropriate  amount  of  time  to  complete  what  was  requested  under  the 
application. 

Deputy  Director  Wong  stated  that  the  work  is  fairly  straight  forward  to  remove  some  of  the  appliances  that  constitute 
the  illegal  unit. 

Appellant's  attorney,  John  Wiley,  was  present.  He  stated  that  he  could  complete  the  work  within  thirty  days. 
Chair  Vasquez  asked  if  anybody  else  would  like  to  comment  on  this  case. 
Board  member  Sanbonmatsu  moved  to  accept  the  Department's  recommendation. 
Board  member  Guinnane  seconded  the  motion. 
The  motion  passed  by  unanimous  vote. 

3.  CASE  NO.  6612:  700  -  7th  Street 

Owner  of  Record:         Ronald  J.  Ciancianilo,  700  7th  Street,  Room  107,  San  Francisco,  CA  94107 

Walter  Wong,  205  13th,  Suite  3189,  San  Francisco,  CA  94103 
(Absent) 

BASIS  OF  APPEAL:  Need  additional  time  to  abate  the  Notice  of  Violation. 

Deputy  Director  Wong  stated  that  building  is  a  concrete  brick  B2  consisting  of  three  stories.  A  Notice  of  Violation 
was  issued  on  February,  1995  concerning  work  done  without  electrical  work  permit.  A  Director's  Hearing  was  held 
on  September,  1995  at  which  time  an  Order  of  Abatement  issued.  The  Department  had  correspondence  from  the  agent 
for  the  appellant  requesting  a  continuance  of  the  case  for  two  reasons:  he  has  already  applied  for  electrical  permits  and 
paid  the  fee  of  $  7,000.(X),  and  was  required  at  another  meeting  which  was  scheduled  at  the  last  minute  which  conflicts 
with  today's  hearing.  The  staff  recommendation  is  to  continue  the  case. 
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Board  member  Sanbonmatsu  made  a  motion  to  continue  the  hearing. 
Board  member  Guinnane  seconded  the  motion. 
The  motion  passed  by  unanimous  vote. 

Appellant's  request  for  continuance  is  granted.  The  next  scheduled  hearing  is  set  for  September  4,  1 996. 

4.    CASE  NO.  6613:  2280  Pacific  Avenue 

Owner  of  Record:         Sabina  Pelta  1988  Revoc.  Tr.,  do  Sabina  Pelta,  P.  O.  Box  210436,  San  Francisco,  CA 

94121 

Esther  S.  Pelta,  2280  Pacific  Avenue,  #204,  San  Francisco,  CA  94115 
(Present)  ^ 
J.  Harmond  Hughey,  Attorney  for  the  owner,  present 
Robert  S.  Barrington,  Attorney  for  the  tenant,  present 

BASIS  OF  APPEAL:  Ongoing  landlord/tenant  disputes  and  pending  litigation  have  delayed  ability  to 
timely  comply  with  Order  of  Abatement. 

Ms.  Stansfield  presented  the  staff  recommendation.  Ms.  Stansfield  said  that  the  building  is  type  3  with  24  units  on 
seven  floors  of  occupancy.  An  initial  inspection  took  place  in  October  16,  1995.  A  Notice  of  Violation  for  vanous 
maintenance  items  issued  on  November  16,  1995.  The  building  has  been  reinspected  and  all  the  violations  have  been 
abated,  except  for  some  peeling  paint  in  the  wall  and  ceihng  of  the  dining  room.  The  owner  is  requesting  that  the  Order 
of  Abatement  be  set  aside  because  of  the  difficulty  in  getting  entry  to  the  unit  to  do  the  work.  Staff  recommended 
denial  of  the  appeal  because  of  the  numerous  violations. 

Owner  was  present  but  her  attorney,  Mr.  Hughey,  presented  her  appeal.  Mr.  Hughey  stated  thai  the  Owner  has 
attempted  repeatedly  to  abate  the  violations,  but  has  been  unable  to  do  so  completely  because  of  the  lack  of  cooperation 
by  the  tenant.  According  to  Mr.  Hughey,  the  Owner's  crew  has  repeatedly  gone  to  the  unit  with  the  intention  of 
repairing  the  violation  but  has  been  stonewalled  by  the  tenant's  refusal  to  let  them  in. 

According  to  Mr.  Barrington,  attorney  for  the  tenant,  the  Owner  has  the  keys  to  the  property  and  has  been  repeatedly 
told  that  anytime  they  need  to  get  in,  they  can,  as  long  as  the  tenant  has  24  hour  notice.  He  stated  that  there  were  Rent 
Board  proceedings  for  rent  reduction  underway.  He  further  stated  that  the  only  work  remaining  was  to  repair  a  wall 
and  patch  and  paint  one  room.  According  to  him,  they  have  completed  the  ceiling  and  sheet  rocked  one  room  in  3  Vi 
months.  If  they  continued  to  work  at  the  same  rate,  it  would  take  them  over  a  year  to  do  repairs  in  one  room.  He 
represented  that  the  way  the  owner  has  proposed  to  do  the  work,  the  tenant  had  to  move  one  room  at  a  time. 

The  owner  herself  responded  to  the  tenant's  attorney  and  testified  that  she  had  tried  to  get  into  the  unit  repeatedly  and 
that  the  tenant's  failure  to  cooperate  is  the  reason  that  she  is  seeking  the  maximum  possible  continuance  to  do  the 
necessary  work. 

After  the  public  testimony,  the  Board  deUberated  on  whether  to  grant  the  appeal.  Board  member  Guinnane  wondered 
why  this  job  was  taking  so  long  when  it  seemed  to  be  a  relatively  straight  forward  sheet  rocking  job.  Owner's 
contractor,  Mr.  Martinez,  explained  that  it  was  not  so  straightforward,  as  there  were  conditions  of  the  walls  that  made 
sheeting  difficult. 

Board  member  Guirmane  further  commented  that  it  appears  simple  enough  to  have  the  apartment  emptied  and  ready 
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for  work  to  be  done  by  the  tenant  and  have  the  Owner  complete  the  work  within  two  weeks.  The  problem  appears  to 
be  bickering  between  the  landlord  and  tenant. 

Chair  Vasquez  also  observed  that  the  issue  here  is  whether  the  landlord  is  wiUing  to  make  accommodations  to  ease  the 
tenant's  burden  of  rearranging  his  apartment  to  facilitate  the  repairs. 

Board  member  Sanbonmatsu  sought  confirmation  from  Ms.  Stansfield  whether  out  of  numerous  violations,  only  a  few 
remained  to  be  abated.  Ms.  Stansfield  confirmed  that  ten  items  had  been  abated.  Board  member  Sanbonmatsu  further 
observed  that  the  work  could  easily  be  done  in  thirty  days  and  that  the  Owner  should  not  be  penalized  for  trying  to  do 
work.  He  recognized  however  that  if  the  tenant  does  not  cooperate,  the  City  cannot  assist  them. 

Chair  Vasquez  stated  that  there  is  obviously  a  conflict  between  the  parties  but  he  thought  that  all  the  work  could  be 
completed  within  30  days. 

Deputy  Director  Wong  responded  that  the  Owner  had  taken  out  five  permits  to  get  work  done  on  this  one  unit. 

Dqjuty  City  Attorney  Dick  reminded  the  Board  that  the  Building  Code  limited  their  options  for  modifying  the  Order 
of  Abatement. 

Board  member  Freeman  felt  that  the  dispute  between  the  parties  could  not  be  resolved  and  the  Board  therefore  needed 
to  make  a  determination  about  how  much  additional  time  the  Owner  should  be  given. 

Board  member  Sanbonmatsu  agreed.  He  stated  that  the  Board  clearly  did  not  have  the  power  to  resolve  the  dispute 
between  the  parties  and  was  limited  to  agreeing  on  a  time  period  for  extension. 

Deputy  City  Attorney  Dick  stated  that  the  Board  could  give  the  Owner  up  to  18  months  to  complete  the  work.  She 
advised  the  Board  however  that  the  dispute  between  the  landlord  and  tenant  may  turn  into  formal  litigation,  which  could 
delay  the  completion  of  the  work.  The  Board  however  would  not  be  involved  in  that  htigation.  She  also  advised  the 
Board  that  they  can  condition  their  decision  on  the  appeal  in  any  way  that  is  reasonably  related  to  the  appeal,  but  should 
impose  only  those  conditions  that  could  be  enforced  by  the  Department. 

Board  member  Vasquez  urged  the  parties  to  take  advantage  of  the  window  of  opportimity  the  Board  was  offering. 

Board  member  Guinnane  agreed,  stating  that  a  knowledgeable  contractor  could  complete  the  work  in  a  few  weeks  time. 

Board  member  Guinnane  made  a  motion  to  grant  an  extension  for  six  months  to  abate  the  code  violations. 

Board  member  Sanbonmatsu  seconded  the  motion. 
The  motion  passed  by  unanimous  vote. 

5.   CASE  NO.  6614:  163-65  Chestnut  Street 

Owner  of  Record:  Raymond  E.  Kassar,  163  Chestnut  Street,  San  Francisco,  CA  94133 

(Present) 

BASIS  OF  APPEAL:  Notice  of  Violation  for  unstable  hillside  is  in  error  as  stabilization  is  not 
necessary  to  prevent  hazard. 

Deputy  Director  Wong  said  that  this  Order  of  Abatement  is  related  to  a  landsUde  issue.  Tliere  are  life  safety  hazards 
as  a  result  correction  notices,  Notices  of  Violation  were  issued  in  1995  to  1996.  The  Department  also  issued  an 
Emergency  Order  on  February  8,  1996.  Additionally,  the  City  Attorney  commenced  litigation  against  the  owner  to 
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abate  the  violations. 

Mr.  Torres-Gil,  Senior  Building  Inspector,  gave  a  background  of  the  case.  The  property  is  a  vacant  lot  located  east 
of  163  Chestnut.  It  was  cited  on  October  2,  October  13  and  February  5,  1996  for  landslide  commence,  causing  a  public 
nuisance.  The  cause  of  the  slide  was  verified  in  technical  reports  submitted  by  Frank  Rollo  and  William  Cotton,  two 
geo-technical  engineers.  The  building  permit  which  was  filed,  is  currently  on  hold  due  to  the  litigation. 

Deputy  City  Attorney  Dick  stated  that  the  property  at  163  Chestnut  is  over-hanging  the  site  where  a  landslide  occurred 
in  February,  1996.  An  Emergency  Order  was  issued  on  February  8,  1996,  and  is  still  in  effect.  The  last  site  inspection 
was  on  July  2,  1996.  No  work  has  been  performed  at  the  site  pending  outcome  of  the  litigation.  Frank  Rollo,  the  city 
technical  consultant,  and  Mr.  Cotton,  Mr  Kassar  owner's  technical  engineer,  have  been  retained  to  determine  a  mutually 
agreeable  technical  solution  to  stabilize  the  hillside.  The  type  of  bolts  that  will  be  used  to  stabilize  the  hillside  is  under 
discussion.  Another  hearing  was  held  on  July  17  before  Judge  Cahill.  From  that  court  order.  Deputy  City  Attorney 
Dick  reported  that  Mr.  Wallace  report  (soil  engineer)  had  been  submitted  and  there  appears  to  be  progress. 

Mr.  Camiato,  attorney  for  the  appellant,  asked  for  continuance  of  the  hearing  basically  because  of  positive  discussion 
taking  place  as  part  of  the  litigation.  He  also  stated  that  the  City  is  going  to  be  providing  some  of  the  money  to  stabiUze 
the  City  property  on  the  hillside.  He  also  expects  to  have  bids  in  the  next  few  weeks. 

Board  member  Guinnane  asked  how  much  time  is  he  requesting. 

Mr.  Camiato  said  that  he  hopes  to  start  the  construction  within  sixty  days. 

Deputy  City  Attorney  Dick  stated  that  according  to  Building  Code,  continuance  is  granted  only  if  there  is  good  cause. 
They  could  grant  continuance  of  the  appeal  until  September.  At  that  time,  they  can  consider  the  ment  of  the  appeal 
and  make  a  determination. 

Board  member  Guinnane  made  a  motion  to  grant  sixty  (60)  days  continuance. 

Board  member  Freeman  seconded  the  motion. 

The  motion  passed  by  unanimous  vote. 

6.   CASE  NO.  6615:  91  -  25th  Avenue 

Owner  of  Record:         William  N.  McGrance,  91  25th  Avenue,  San  Francisco,  CA  94121 

James  G.  Stavoy,  Architect,  679  Sanchez  Street,  San  Francisco,  CA  94114 
(Present) 

BASIS  OF  APPEAL:  A  variance  of  rear  deck,  the  legality  of  which  is  the  subject  of  Notice  of 
Violation,  was  applied  for  on  6/6/96.  If  the  variance  is  granted,  the  deck  would  be  in  compliance  with 
the  Building  Code. 

Ms.  Stansfield  represented  the  Department  and  stated  that  the  building  is  a  single  family  dwelling  on  one  floor.  The 
initial  inspection  was  on  October  26,  1994,  for  a  complaint  regarding  an  illegal  rear  deck.  The  permit  legalizing  the 
alterations  has  recently  hcea  approved.  However,  the  architect  has  not  picked  up  the  permit  The  staff  recommendation 
is  to  deny  the  appeal,  but  would  be  willing  to  recommend  sixty  (60)  days  to  complete  the  work  and  obtain  a  final  sign 
off  once  the  permit  is  issued,  if  they  pick  up  the  permit  right  away. 

Mr.  James  Stavoy,  architect,  stated  that  he  and  his  clients  are  waiting  for  the  Board  of  Permit  Appeals  process  to 
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determine  whether  the  deck  is  legal. 

Ms.  Chi  Wing  Wu,  complainant,  was  also  present.  She  stated  her  concerns  that  the  backyard  deck  affects  her  use  ol 
her  yard. 

Chair  Vasquez  said  that  since  the  appeal  to  BPA  is  pending,  addressing  the  legality  of  the  deck  is  complicated  because 
if  the  appeal  is  denied  then  they  can  proceed  with  what  is  recommended  by  the  Department;  conversely,  if  the  appeal 
is  granted,  the  deck  would  be  in  violation  of  the  code. 

Ms.  Stansfield  said  that  the  Notice  of  Violation  related  to  the  fact  that  on  the  permit  for  remodeling,  the  deck  downstairs 
in  the  rear  yard  was  deleted  from  the  project,  according  to  the  job  card.  To  legalize  the  deck,  the  owner  needed  to  file 
another  permit. 

Chair  Vasquez  wanted  staffs  opinion  about  making  the  Order  of  Abatement  contingent  on  the  Board  of  Permit  Appeals 
decision,  particularly  in  regards  to  the  timing  for  enforcement. 

Deputy  City  Attorney  Dick  said  that  the  Board  of  Permit  Appeals  will  hear  the  matter  next  week.  The  administrative 
process  would  not  be  exhausted  until  the  end  of  July. 

Board  member  Guinnane  asked  if  there  is  any  other  appeal  besides  BPA. 

Deputy  City  Attorney  Dick  said  no.  She  also  told  the  Board  that  the  permit  is  stayed  until  the  BPA  decision  is  fmal. 

Board  member  Sanbonmatsu  thought  that  the  appellant  should  be  given  thirty  days  from  the  fmalization  of  permit  to 
legalize. 

Board  member  Sanbonmatsu  moved  to  allow  appellant  thirty  more  days  to  finish  the  work  after  the  end  of  the 
administrative  appeal  process. 

Board  member  Freeman  seconded  the  motion  and  asked  for  the  copies  of  the  letter. 
The  motion  passed  by  unanimous  vote. 

7.   CASE  NO.  6616:  1403-07  Golden  Gate  Avenue 

Owner  of  Record:         James  G.  Tom,  1914  14th  Avenue,  San  Francisco,  CA  94116 

(Present) 

BASIS  OF  APPEAL:  There  is  no  third  unit  which  could  be  the  basis  of  enforcement  action  because  the 
property  has  been  used  exclusively  as  a  two  unit  building  since  it  was  constructed  in  1900. 

Ms.  Stansfield  presented  the  Department's  position.  She  stated  that  this  is  a  three  unit  building  on  three  floors  of 
occupancy.  An  initial  inspection  was  made  in  September,  1994.  In  January,  1995,  a  Notice  of  Violation  was  issued 
for  rear  stairs  and  rear  deck  added  without  benefit  of  a  valid  permit.  According  to  Ms.  Stansfield,  as  of  today's  date, 
the  violations  still  exist.  A  new  permit  application  was  filed  in  May,  1996.  The  application  is  under  review  at  City 
Planning.  Staff  recommendation  is  to  grant  the  appeal  by  allowing  more  time  for  the  permit  application  to  go  through 
the  plan  review  process. 

Board  member  Guinnane  asked  if  there  are  zoning  violations  because  of  the  rear  yard. 
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Deputy  Director  Wong  said  that  City  Planning  approved  these  plans  on  June  27,  1996. 

Board  member  Guinnane  asked  if  the  appellant  can  prove  that  this  deck  was  built  by  the  previous  owner. 

Mr.  Tom,  the  owner,  said  that  the  deck  was  built  in  1982. 

Ms.  Stansfield,  confirmed,  noting  that  the  Notice  of  Violation  shows  that  the  deck  and  stairs  were  built  in  1982. 

Board  member  Guinnane  asked  if  the  Department  had  imposed  the  costs  of  abatement  against  the  property. 

Ms.  Stansfield  said  that  they  have  not  imposed  any  fees  at  this  point,  but  anytime  that  there  is  an  Order  of  Abatement 
issued  there  is  a  cost  of  enforcenient  associated  with  it. 

Board  member  Sanbonmatsu  noted  that  under  the  Notice  of  Violation,  the  owner  has  been  assessed  a  nine  limes  (9x) 
penalty.  ~'' 

Deputy  City  Attorney  Dick  advised  the  Board  that  only  the  BPA  can  waive  the  penalties. 

Deputy  City  Attorney  Dick  responded  that  the  assessment  of  costs  of  enforcement  automatically  kick  in  after  the 
Director's  Hearing,  and  are  calculated  on  an  hourly  basis.  Those  fees  are  not  discretionary  and  the  amounts  are  by  the 
fee  schedule  in  the  Building  Code. 

Board  member  Guinnane  informed  the  appellant  that  he  can  appeal  to  the  BPA  once  the  permit  is  issued. 

Deputy  Director  Wong  said  that  as  the  safety  of  the  unit  is  concerned,  the  real  concern  is  with  the  fire  wall.  The  three 
story  deck-stair  combination  is  very  close  to  the  property  line  for  at  least  five  feet  and  is  protected  by  non-rated  walls. 
Since  it  is  less  than  five  feet,  it  is  in  violation  of  the  Code. 

Board  member  Guinnane  said  that  he  was  concerned  that  if  the  current  owner  did  not  construct  this  deck,  he  did  not 
want  a  nine  times  penalty  or  costs  of  enforcement  to  be  assessed. 

Deputy  City  Attorney  Dick  said  under  the  Code,  work  must  commence  within  sixty  (60)  days  of  the  date  of  the  AAB 
order. 

Deputy  Director  Wong  said  that  plans  had  to  be  revised  because  there  is  a  life  safety  hazard  in  the  form  of  non-fire  rated 
construction.  The  plans  should  be  reviewed  by  the  Fire  Department.  Because  of  the  life  safety  hazard,  the  time  to 
finish  work  must  be  reduced  to  ninety  (90)  days,  with  thirty  (30)  days  to  conmience  the  work. 

Deputy  City  Attorney  Dick  said  that  under  the  Building  Code,  if  they  find  a  life  hazard,  they  can  only  grant  an  appeal 
with  thirty  (30)  days  to  commence  the  woric  and  ninety  (90)  days  to  complete. 

Board  member  Guinnane  said  that  it  will  be  unfair  if  the  permit  review  the  process  takes  forty  five  days  and  the  Board 
gives  the  owner  only  forty  five  days  to  complete  the  work. 

Deputy  City  Attorney  Dick  said  that  the  grant  of  the  appeal  conditioned  to  accommodate  the  possibility  that  completion 
of  the  work  days  ninety  (90)  days  is  beyond  the  owner's  control.  She  also  said  the  Board  could  stay  the  effect  of  the 
Order  of  Abatement  until  permit  approval  and  condition  it  on  ensuring  that  the  owner,  or  their  agent,  cooperate  with 
ihe  City.  In  the  event  that  the  owner  was  not  cooperating,  the  condition  would  disappear  ,  and  the  time  period  for 
compliance  would  take  effect  immediately. 
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Ms.  Stansfield  stated  that  normally,  the  inspector  does  not  consider  the  time  that  it  takes  for  the  permit  process  against 
the  owner  in  computing  the  period  under  the  Order  of  Abatement.  The  time  for  pennit  pr(x;essing  is  accounted  for  only 
if  the  owner  has  been  requested  to  provide  additional  information  which  is  not  forthcoming.  That  is  the  only  tune  iliai 
the  Department  considers  penalizing  the  owner  for  the  plan  review  process. 

Deputy  City  Attorney  Dick  informed  the  Board  that  completion  for  the  work  under  the  literal  interpretation  of  the 
Building  Code  will  be  ninety  (90)  days  from  the  service  of  the  Notice  of  Decision  or  the  middle  of  October,  1996. 

Board  member  Sanbonmatsu  made  a  motion  to  allow  the  owner  an  additional  ninety  (90)  days  from  the  time  the  pemiii 
is  finalized  to  complete  the  work. 

The  motion  passed  by  unanimous  vote. 


E.  FRANCHISE  TAX  BOARD  CASES: 

1.  CASE  NO.  3398:       1315-19  Grove  Street 

Owner  of  Record:      Michael  A.  Rinaldi,  1972  11th  Avenue,  San  Francisco,  CA  94116 
(Present) 

BASIS  OF  APPEAL:  Need  additional  time  to  abate  the  Notice  of  Violation. 

Deputy  Director  Wong  informed  the  Board  that  unlike  the  previous  cases  that  this  is  a  Franchise  Tax  Board  case. 
In  such  cases,  the  owner  is  asking  DBI  to  rescind  notice  to  the  Franchise  Tax  Board,  denying  the  owner's  ability 
to  take  certain  tax  deductions.  By  removing  the  FTB  notice,  the  owner  is  effectively  given  additional  time. 

This  is  a  three-unit  building.  Notice  of  Violation  was  posted  on  June  14,  1993  for  two  existing  illegal  units.  There 
was  also  an  annual  inspection  checklist  which  Usted  other  violation.  A  Director's  Hearing  was  held  on  October  13, 
1993  at  which  time  the  Order  of  Abatement  was  issued.  The  Notice  of  Non-Comphance  was  served  on  April  22, 
1996.  Mr.  Wong  stated  that  a  permit  was  only  issued  to  convert  the  property  to  its  last  legal  use.  City  Plaiming  has 
issued  a  Notice  of  Special  Restriction,  which  restricts  the  use  of  the  property  to  its  last  legal  use.  Once,  Cii> 
Planning  signs  off,  the  Department  of  Building  Inspection  should  sign  off  quickly.  Ms.  Stansfield  responded  thai 
the  reinspection  shows  that  the  most  of  the  remaining  five  items  were  not  corrected.  The  illegal  unit  in  #B  is  vacant 
but  the  illegal  unit  #A  is  still  occupied.  A  permit  to  remove  the  in-law  unit  was  filed  on  June  1 7,  1 996. 

Deputy  Director  Wong  further  stated  that  the  staff  recommendation  is  to  allow  the  owner  thirty  (30)  days  to  obtain 
the  building  permit  and  sixty  (60)  days  to  complete  the  work  an  action  that  technically  will  essentially  modify  the 
original  Order  of  Abatement. 

Ms.  Stansfield  advised  the  Board  that  they  cannot  modify  the  Order  of  Abatement  and  that  staff  is  merely 
recommending  an  extension  before  the  Notice  of  Non-Compliance  kicks  in. 

Deputy  City  Attorney  Dick  also  advised  the  Board  that  they  cannot  consider  the  Order  of  Abatement  because  they 
had  no  jurisdiction  over  a  1993  order. 

Ms.  Stansfield  further  noted  that  the  person  who  purchased  the  property  was  not  the  person  who  received  the 
original  Order  of  Abatement. 
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Board  member  Sanbonmatsu  asked  when  the  appellant  bought  the  property. 


Board  member  Guinnane  said  that  the  property  was  purchased  on  April  4,  1995. 


Board  member  Sanbonmatsu  stated  that  since  this  is  a  new  owner,  the  Board  should  give  more  hiin  tmie  to  do  the 
weather  proofing,  handrails,  etc. 

Board  member  Guinnane  made  a  motion  to  grant  one-hundred-eighty  (180)  days  to  complete  the  work. 
Board  member  Sanbormiatsu  seconded  the  motion. 
The  motion  passed  by  unanimous  vote. 


There  being  no  other  business,  and  on  a  motion  made  by  Board  member  Sanbonmatsu,  seconded  by  Board  member 
Guiimane,  the  meeting  adjourned  at  2:55  p.m. 


F.  PUBLIC  COMMENT 


There  was  no  public  comment  received. 


G.  ADJOURNMENT. 


TERESITA  SULIT 


Recording  Secretary 
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